BRIGANDS AND ROBBERS 


O'Neale, John, Papers 


Volume: Memoirs of John O'Neale (1773- 
1841): pp. 88-90 


2-20-78 


BRIGANDS AND ROBBERS 
Telfair, Edward 
Papers, 1762-1831 
Savannah, Chatham Co., Ga. 


5-22-52 


BRIGANDS AND ROBBERS 


See also Outlaws 


BRIGANDS AND ROBBERS, ARKANSAS 


Yates, James L., Papers 


Letter: 1865, May 17 


BRIGANDS AND ROBBERS. CHINA,  MANCHURIA 


Clyde, Paul Hibbert, and Mary (Kestler), 
Papers 


East Asian Clipping Files: 


Manchuria. Bandits File: 


Clippings: 1932, Dec. 6, 8 
Manchuria. Kinney Report File: 
Memorandum: 1930, Oct. 20 


BRIGANDS AND ROBBERS, GREAT BRITAIN 


Dundas, Henry, First Viscount Melville, 
Papers 


Secret Service Files: Charles Stuart 
Folder, May, 1794 


BRIGANDS AND ROBBERS. MEXICO 


Gordon, William Allen, Papers 


Letter: 1846, Apr. 23 


BRIGANDS AND ROBBERS. PAKISTAN 


Feldman, Herbert H. S., Papers 


Diary,1954-1976: Vols. IV,IX 


BRIGGS, CHARLES AUGUSTUS 
Cook, Flavius Josephus 
Papers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 


812 items & 
12 vols. 


BRIGGS, CHARLES 


Jayne, Paul 


Letter: 


10-16-68 


Pane rs 


> 


BRIGGS, GEORGE NIXON 
Devereux, George H. 
Papers, 1849-1852 
Boston, Mass. 


HEAR 36 items 
2-26-58 


BRIGGS, SIR THOMAS 


Croker, John Wilson, Papers 


Letter: 1052, Dec. 18 


413 
BRIGGS, WILLIAM 


British Museum. Universal Classic Man- 
uscripts, 1419-1885 


London, England 
4-23-59 


BRIGGS, WILLIAM HARLOWE 


Moses, Montrose Jonas, Papers 


Letter to: 1922, Oct. 


BRIGHAM, AMARIAH 
Beardsley, Alonzo G. 
Papers, 1787(1861-1863)1897 
Auburn, N. Y. 


1596 items and 1 vol. 


BRIGHAM, CLARENCE SAUNDERS. JOURNALS AND 
JOURNEYMEN: A CONTRIBUTION TO THE HISTORY OF 
EARLY AMERICAN NEWSPAPERS 


American Literature Papers 
Correspondence Files, 1927-1959: 


Pro-Pur Folder, James S. Slicer, Jr. 
1951, Oct. 3 (Attachment) 


BRIGHT, JACOB (1821-1599) 
Thomasson, Thomas 
Papers, 1861-1876 


"High Bank," Haulg, Lancashire, England 


reas 33 items 
8-19-63 


BRIGHT, JESSE DAVID [?] 


Campbell Family Papers 


Letter: 1853, Mar. 10 


BRIGHT, JESSE DAVID 
Swaim, Lyndon 
Papers, 1844-1872 


Greensboro, N. C, 


Le 31 items & 1 vol. 


BRIGHT, JOHN (1811-1889) 
Aglionby, Frances (Walker) Yates 
Papers, 1821-1933 
"Mt. Pleasant," Charlestown, W. Va. 
ee 1009 items 
10-12-55 


BRIGHT, JOHN (1811-1889) 


Blackwood, Frederick Temple Hamilton- 
Temple-, First Marquis of Dufferin and Ava 


Papers, 1870-1888 


"Clandeboye," County Down, Northern 
Ireland 


9-1-62 34 items 


BRIGHT, JOHN (1811-1889) 
Bowring, Edgar Alfred 
Journal, 1841-1857 
London, England 


BRIGHT, JOHN [7] 


Carlyle, Thomas, Papers 


ter: 1864, May 9 


BRIGHT, JOHN (1811-1889) 


Chesson, Frederick William, Papers 


Letter: 1880, Dec. 23 
Clippings: n, d, 


BRIGHT, JOHN (1811-1889) 
Cook, Flsvius Josephus 
Papers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y 


812 items & 
12 vols. 


BRIGHT, JOHN (1811-1889) 
Gilpin, Charles, Papers 
Letters: 1848 
1850, Jan. 22 


1864, June 12 
1867, May 10 


11-1-69 


BRIGHT, JOHN. (1811-1889) 


Helps, Sir Arthur 


Papers, ca, 1854-1872. 


London, England 
2-1-62 


19 items 


BRIGHT, JOHN (1811-1889) 
India 
Papers, 1737-1947 
ve p. in India 
3-1-63 44 items 


BRIGHT, JOHN (1811-1889) 


Leveson-Gower, Granville George, Second 
Earl Granville, Papers 


Letter: 1869, Nov. 25 


6-26-67 


BRIGHT, JOHN (1811-1889) 
Malet Family Papers 


Queen Sophia Division: 
Letter: 1859, July 11 (Enclosure) 


BRICHT, JOHN (1811-1889) 


Molesworth, William Nassau, Papers 


Letter: 1882, Nov. 15 


BRIGHT, JOHN (1811-1889) 


Primrose, Sir Henry William 


Papers: 1886, May 13; July 10 
1873, Aug. 7 


6-10-70 


BRIGHT, JOHN (1811-1889) 
Schnadhorst, Francis 
Papers, 1881-1886 
Woodford Green, County Essex, England 


8-1-62 21 items 


BRIGHT, RICHARD 


Croker, John Wilson, Papers 


Letter: 1852, Nov. 13 


BRIGHT, THOMAS 
Thomasson, Thomas 
Papers, 1861-1876 


"High Bank," Haulg, Lancashire, Englanū 


paktu | 33 items 
8-19-63 


BRIHUEGA, BATTLE OF, 1710. POETRY. 


Montemar, José Carrillo de Albornoz, Duque 
de 


Papers: ca. 1710-1746 


BRIN, IRENE 


See Del Corso, Maria 


BRINES, RUSSELL 


Feldman, Herbert H. S., Papers 


Diary, 1954-1976: Vols. V, VIII 


BRINKLEY, R. FLORENCE 


Hubbell, Ruth Ann, Papers 


letters: 1963, Jan. 16 


BRINSMADE, PETER A, 


Wilkes Family Papers 
(Dalton Collection) 


Letter: 1835, June 1 
Letter to: 1841, Oct. 12 


BRINSON, SAMUEL MITCHELL 


Nunn, Romulus Armistead, Papers 


Letters: 1918, Mar. - 1920 
1922, May 15 


Writings and Addresses: "Hon. S. M. 
Brinson A Great Friend to Ex- 
Soldiers," 1918; Debate with 
Abernethy, 1920. 


Clippings 


10-18-74 = 


BRISBANE, ALBERT 


Alhaiza, Jean-Adolphe, Papers 


Foreign Biographical Section - U. S. 


BRISBANE, SIR CHARLES 


Hamond, Sir Andrew Snape, First Baronet, 
Papers 


Letter to: 1818, Dec. 28 


BRISBANE, SIR THOMAS MAKDOUGALL- 
Great Britain 
Papers (Miscellaneous), 1670?-ca. 1918 
V. p. in Great Britain 


5-22-61 229 items and 1 
vol. 


BRISCOE, MUSGRAVE 


Ross, Thomas, Papers 


Letter: 1845, Dec. 19 


3-4-68 


THE BRISCOE FAMILY. MARYLAND AND VA. 
Dandridge, Caroline Danske (Bedinger) 
Papers, 1752-1938 
Shepherdstown, W. Va. 


TEE 3081 items and 
28 vols. 
7-31-55 


BRISTOL FERRY HOUSE, RHODE ISLAND 


See Hotels. Rhode Island. Bristol Ferry 
House 


BRISTOL-MEYERS COMPANY 


Gardner, Paris Cleveland, Papers 


Federal Trade Cemmission Alphabetical Files: 
Bristol-Meyers Company Felders 


BRISTOL TRACT SOCIETY 


Wilberforce, William, Papers 


Letter: 1821, Nov. 6 


BRISTOW, BENJAMIN HELM (1832- 


Bryant, John Emory, Papers 


Letters: 1876, Jan. 25; Apr. 10; May 24 


6-28-68 


BRISTOW, BENJAMIN HELM. 
Clarke, James Freeman 
Papers, 1833-1905 
Boston, Suffolk Co., Mass. 


[E å 44 items 


BRISTOW, BENJAMIN HELM 


Wilkes Family Papers 
(Dalton Collection) 


Letter: 1876, Mar. 26 


BRISTOW, JOHN 


Wellesley, Richard Colley, Marquis Wellesley 
and Second Earl of Mornington, Papers 


Letter: 1802, Jan. 10 


12-10-66 


BRITISH-AMERICAN TOBACCO COMPANY 
Cole, Arthur Vance, Papers 
Letters: 1919-1920 
Miscellany: 1920-1921 
Volumes: Memorandum Book, 1919-1920 
Memorandum Book, 1920 


9-17-76 


BRITISH-AMERICAN TOBACCO COMPANY 
Duke, James Buchanan, Papers 


Letter: 1932, June 9 
Telegram (draft): 1902, Sept. 27 


BRITISH-AMERICAN TOBACCO CO, 


Duke, James Buchanan, Papers 


Printed Material: 1902, Oct. 7 


9-20-72 


BRITISH-AMERICAN TOBACCO COMPANY 
Duke, Benjamin Newton, Papers 
Printed Material: 


British-American Tobacco Co. 
File, 1912-1915 


BRITISH-AMERICAN TOBACCO COMPANY 


Erwin Mills (Durham, N.C.) 
Records, 1832-1976 


01/08/88 


BRITISH-AMERICAN TOBACCO COMPANY 


Gregory, Richard Henry 


Papers: 1905-1910 


BRITISH-AMERICAN TOBACCO COMPANY 
Thomas, James A. 
Papers, 1905-41 
Shanghai, China & White Plains, N.Y. 


psu 28,485 items 


BRITISH-AMERICAN TOBACCO CO. 
Tobacco Collection 
19th-20th Centuries 


U. S. & Foreign Countries 


BRITISH--AUSTRALIA. 


Turner, F. W., 1833- 
Diary, 1901 Dec. 26-1902 July 24 


5/14/93 


BRITISH--SOUTH CAROLINA. 


Down family 
Letters, 1797-1803 


5/10/93 


BRITISH--SOVIET UNION--HISTORY--19TH CENTURY. 


8/30/91 Futcher, Kate 
Letters and cabinet photographs, 1880-1887 


7/24/91 


BRITISH--UNITED STATES. 


Buckley, Ralph 
Correspondence, 1848-1873 


5/5/92 


THE BRITISH AND CANADIAN SOCIETY IN THE 
UNITED STATES 


sprunt, Alexander, & Son, Inc., Papers 


Correspondence and Other Papers: 
1920, April 2, 5 


BRITISH AND FOREIGN ANTI-SLAVERY SOCIETY 


Allen, Charles Harris, Papers 


Letters: 1893-1902 


BRITISH AND FOREIGN ANTI-SLAVERY SOCIETY 


Gilpin, Charles, Papers 


Letter: 1873, Dec. 7 


11-1-69 


BRITISH AND FOREIGN ANTI-SLAVERY SOCIETY 
Rhodes House Library | 
Anti-Slavery Papers, 1839-1868 


Oxford, Oxfordshire, England 


7-29-64 2 reels 


BRITISH AND FOREIGN ANTI-SLAVERY SOCIETY 


Smith, William 


Papers, 1785-1834 


London, England 


2-5-54 


BRITISH AND FOREIGN BIBLE SOCIETY 
Aglionby, Frances (Walker) Yates 
Papers, 1821-1933 


"Mt. Pleasant," Charlestown, West Va. 


10-12-55 


BRITISH AND FOREIGN BIBLE SOCIETY 
Backhouse, John 


Papers: 1815 
1844, Sept. 6 


BRITISH AND FOREIGN BIBLE SOCIETY 


Camberwell Bible Association. 
Minute book, 1813-1822. 


01/28/88 


BRITISH AND FOREIGN BIBLE SOCIETY 
Sandford, William, Papers 


Letter: 1951, Mar. 12 


11-28-67 


BRITISH AND FOREIGN BIBLE SOCIETY 


Thomas, John W. and John D., Papers 


Letter: 1870, Apr. 19 


2-7=73 


BRITISH BROADCASTING CORPORATION 


Feldman, Herbert H. S., Papers 


Diary,1954-1976: Vols. III,V,IX,XI,XII 


BRITISH COMMONWEALTH 


See Commonwealth of Nations 


THE BRITISH DRAMA LEAGUE 
Moses, Montrose Jonas, Papers 


Letters: 1919, Mar. 25; Apr. 19; 
May 12, 2 
1926, Mar. 9 
Printed Material: n.d. 


BRITISH ECONOMIC MISSION TO THE FAR EAST, 1930 


See Great Britain. British Economic Mission 
to the Far East. 1930 


BRITISH GUIANA 


Croker, John Wilson, Papers 


Letters: 1823, Oct. 12, 17, 20, 


6-23-65 


BRITISH GUIANA 


Wilberforce, William, Papers 


Letter: 1823, July 8 (Church of England) 


8-11-66 


BRITISH GUIANA, GEORGETOWN, MAPS 


Smyth, Sir James Carmichael-, First Baronet, 
Papers 


Oversize Folder: Map, 1830s 


BRITISH GUIANA--HISTORY. 


Dent, John, fl. 1799-1828 
Papers, 1799-1924 (bulk 1799-1828) 


4/10/91 


BRITISH GUIANA, POLITICS AND GOVERNMENT 


Smyth, Sir James Carmichael-, First 
Baronet, Papers 


Letters: 1833, Feb. 9; Mar. 2; May 3, 5, 
28 


6; Aug. 6, 
1838, Mar. 17 


1850, Dec. 24 (Events of 1830's) 
Printed Material: ca. 1861 


Volumes: Lady Carmichael-Smyth's Diaries, 


1833-1838 


2-22-71 


BRITISH HONDURAS 
Hudgens, Robert Watts, Papers 


Edgell, Alvin, G., File: 
Letter: 1968, June 14 


BRITISH HONDURAS 


Jenkinson, Robert Banks, Second Earl of 
Liverpool, Papers 


Scrapbook, f. 73 a. 1800) 


6-2-65 


BRITISH HONDURAS 


see also 


Belize 


BRITISH HONDURAS--COMMERCE. 


Pickstock, Thomas Philip, 1790-1853 
Brief memoirs, 1835-1901 (bulk 1835) 


5/14/91 


BRITISH HONDURAS. COMMERCE 


Rogers, James 


Papers, 1760's - 1790's 


Bristol, England 


4-20-67 


BRITISH HONDURAS, POLITICS AND GOVERNMENT 
Hudgens, Robert Watts, Papers 


Edgell, Alvin G., File: 
Letter: 1968, Nov. 10 


BRITISH HONDURAS. POLITICS AND GOVERNMENT 


Lyttelton, William Henry, First Baron 
Lyttelton, Papers 


Letter Book of 1763-1766: | 
Letters: 1763, June 8, 10; Dec. 26 


BRITISH IN AFRICA. 


African travel diary, 1921-1926 (bulk 1921-1922). 


5/10/91 


BRITISH IN [AFRICA, C.S.A., INDIA, ETC.] 


See also 


English in [Africa, C.S.A., India, etc.] 
British [Subdivided geographically] 


BRITISH IN CHINA 
Bruce, Sir Frederick William Adofphus, Papers 


Volume: Dispatches, 1860 (Scattered 


references) 


BRITISH IN CHINA 
James Barr Robertson Papers 


Letters: 1869, Aug. 29, Sept. 6, 
Oct. 5, 7, Dec, i (2) 
1870, Nov. 19, 30 
1871, Jan. 19, April 6, 26 
Sept. 12 
Oct. 31 


BRITISH IN C.S.A. 


Campbell, Charles, Papers 


Letters in Civil War Folder 


BRITISH IN C.S.A. 


Ellet, Alfred Washington, Papers 


Letter: 1865, Aug. 10 


BRITISH IN C.S.A, 
Great Britain. Consulate, Savannah 
Papers, 1816 (1824-1867) 1875 


Washington, D.C. 


BRITISH IN C,S,A, 


Savannah (Ga.) Port Papers, 1861-1865 


BRITISH IN INDIA 


Feldman, Herbert H. S., Papers 


Diary, 1954-1976: Vol. Iv 
(Other references 
possible) 


BRITISH IN JAPAN 
James Barr Robertson Papers 
Letters: 1869, Aug. 29, Sept. 


Oct, 5, Bec, 1 
Det, 31 


BRITISH INDIA SOCIETY 


Backhouse, John 


Papers: 1822 (Pamphlet) 


12-1-68 


BRITISH INSTITUTION FOR PROMOTING THE FINE 
ARTS IN THE UNITED KINGDOM 


Smith, William, Papers 


Letters: 1805, July 12, 25 


BRITISH MEDICAL ASSOCIATION. 


Trent Coll, - ES. Div, - 


S. Weir Mitchell Papers 


BRITISH MUSEUM 


Barrington, George William, Seventh 
Viscount Barrington 


Papers, 1880's 


BRITISH MUSEUM 


Erskine, Thomas, First Baron Erskine, Papers 


Letter: 1806, Feb. 7 


BRITISH MUSEUM 


Grenville, Thomas, Papers 


Letter: 1845, Oct. 25 


BRITISH MUSEUM 


McMullen Family Papers 


Letter: 1851, Jan. 8 


BRITISH MUSEUM. 


Smith, Emma Juliana (Gray) and 
John P, George 


Letter Book, 1843-1845 


Liverpool, England, and Pernambuco, 
Brazil 


5-21-59 


BRITISH NORTH BORNEO COMPANY 


Chesson, Frederick William, Papers 


Letter: 1882, Apr. 29 


10-26-70 


BRITISH SERVICES ENTERTAINMENT COMMITTEE 


Congress of Industrial Organizations. 
Organizing Committee, Virginia Papers 


Folder: 
British Services Entertainment 
Committee 


8-31-76 


BRITISH SOUTH AFRICA COMPANY 


Ommanney, Sir Montagu Frederick, Papers 


Letter: Oct. 10, 1903, 1904, or 1905 


BRITISH SOUTH AFRICA COMPANY 


Robertson-Scott, John William, Papers 


Letter: 1896, Feb. 25 


BRITISH SOUTH AFRICA COMPANY 


Symonds, Arthur G., Papers 


Letter: 1896, April 


1-31-68 


BRITISH WAR RELIEF SOCIETY 
Hamilton, William Baskerville, Papers 


Alphabetical Files: British War Relief 
Society, 1940 


BRITISH WEST CHARTERLAND COMPANY 


Robertson-Scott, John William, Papers 


Letters: 1896, Feb. 25, Sept. 8 


12-20-66 


BRITISH WRITERS 


See Authors, British 


BRITTEN, EDWARD BENJAMIN 
Carr, Virginia (Spencer), Papers 


Carson McCullers Biography: 
Alphabetical Files: 
Bernstein, Leonard: 1970, Sept. 7 
Bowles, Paul: 1970-1971 


Britten, Edward Benjamin: 1968-1970 
Letter to: 1970, Oct. 7 
Mann, Golo: 1970, Oct. 13 


8-24-77 
È 


BRITTON, JOHN 


Dovaston, John Freeman Milward, Papers 


Letter: 1813, Mar. 9 


BROAD, BENJAMIN 
Croker, John Wilson, Papers 


Letter: 1813, July 19 


6-23-65 


BROAD RIVER 
Whitener, Basil Lee, Papers 
Subject Series: Broad River, 1964 


(Other references possible in other 
categories) 


BROAD RIVER. SOUTH CAROLINA 
MacRae, Hugh 
Papers, 1817-1943 


Wilmington & Fayetteville, N. C. 


BROAD RIVER COMPANY 


Grimké. Family, Papers 


Letter: 1802, May 25 


BROADCAST JOURNALISM, 


Rutherfurd, Jay. 
Papers, 1975-1985. 


11-14-86 


Broadcasting Societies. International 
Broadcasting Organization. 


See 


INTERNATIONAL BROADCASTING ORGANIZATION. 


BROADHURST, HENRY 


Schnadhorst, Francis, Papers 


Letter: 1881, Dec. 3 


BROADUS FAMILY. 
Slaughter, Daniel French 


Papers, 1787-1885 


Culpeper, Va. 


Cab. 47 99 items & 
i vol, 
Recatalogued, 11-14-58 


BROADDUS, WILLIAM L. 


Broaddus, William L. 


Letters. 1850-99, 
Macomb, Illinois. 


277 pieces 


BROADFOOT, CHARLES WETMORE 


Chaffin, Washington Sandford, Papers 


Miscellany: 1882, July 15 


BROADHURST, GEORGE HOWELLS 


Moses, Montrose Jonas, Papers 


Printed Material: Theater Programs 


BROADUS, JOHN ALBERT 


Campbell Family Papers 


Letters: 1856, May 1, 13, 17 


BROCK, SIR ISAAC 


Campbell Family Papers 


Letters: 1812, Oct. 17; Nov. 3 


BROCK, MOSES 


Wood, Marquis Lafayette, Papers 


Letters: 1876, Feb. 24, Feb. __ 


2-10-70 


DUKE UNIVERSITY ARCHIVES ē 


w 


BROCK, ROBERT A. 
Walker, Meriwether Lewis end Thomas L. 


Papers, 1809-1887 


Albemarle and Campbell cos., Va. 


818 items 


BROCKENBROUGH, JOHN 


Campbell Family Papers 


Letter: 1839, Nov. 5 


BROCKENBROUGH , JOHN W. 
Andrews, Charles Wesley 
Papers, 1808-1901 
Shepherdstown, Va, 


LES 3637 items 


BROCKENBROUGH, MOORE FAUNTLEROY 


Campbell Family Papers 


Letter: 1810, Dec. 


BROCKENBROUGH, WILLIAM (1778-1838) 


Campbell Family Papers 
Letter: 1819, Feb, 20 


12-13-74 


BRODERICK, JOHN CARUTHERS 


American Literary Manuscripts Papers 
ALM2 Project: 


Correspondence of J.A. Robbins and 
Regional Chairmen, Midwest, 1969- 
1970 Folder: Letter to: 

1970, Dec. 1 


BRODERICK, JOHN CARUTHERS 


American Literary Manuscripts Papers 


ALM2 Project: 
Miscellany File I, Subvention Folder: 
Letter to: 1967, Mar. 21 
Correspondence of J.A. Robbins and Regional 


Chairmen, Miscellaneous Folder: 
Letter to: 1970, Mar. 23 
Correspondence of George Hendrick and Region- 
al Associates, Midwest, A-E, Miscellaneous 
Folder, 1967-1968: Letter to: 1968, Jan. 15 


BRODERICK, JOHN CARUTHERS (1926- 
American Literature Papers 


Correspondence Files, 1960-1968: 
Bro-Brow Folder, Letters to: 
1963, Feb. 19 
1965, May 6, 20, Aug. 10, Oct. 7 


BRODHEAD, JEFFERSON DAVIS 


Tompkins, Daniel Augustus, Papers 


Letter: 1880, Dec. 20 


BRODIE, SIR BENJAMIN 


J. C. Darby Medical Notebook 


4-8-60 


BRODIE, SIR BENJAMIN COLLINS 


Backhouse, John 


Papers: 1837-1843 


12-1-68 


BRODIE, ALEXANDER (1748-1812) 


Dundas, Henry, First Viscount Melville 


Papers: 1795, Oct. 21 


BRODIZ, WILLIAM(1815-1881) 


, 


Stephen, Sir Leslie 


Letter, 1874, from Bdinburgh, Scotland 


12-1-64 


BRODNAX FAMILY. VIRGINIA 
Wilkins, Edmund and William W., Papers 


Volume: Edmund Wilkin's Estate Book, 
1843-1866 


BRODRICK, CHARLES (1761-1822) 
Wilberforce, William, Papers 


Letters: 1804 
‚ May 18 (Alexander Knox) 


8-11-66 


BRODRICK, WILLIAM ST.JOHN FREMANTLE, FIRST 
EARL OF MIDDLETON 


Baillie, Charles Wallace Alexander Napier 
Ross Cochrane-, Second Baron Lamington 


Papers, 1903-1908 


Lamington, Lanarkshire, Scotland and 
London, England 


9-20-61 


BRODRICK, WILLIAM ST, JOHN FREMANTLE, FIRST 
EARL OF MIDLETON 


Balfour, Arthur James, First Earl of 
Balfour, Papers 


Letter: 1903, Sept. 28 


10-26-71 


BRODRICK, WILLIAM ST.JOHN FREMANTLE, FIRST 
EARL OF MIDLETON 


Baring, Thomas George, First Earl of 
Northbrook 


Papers, 1879-1900 
London, England 


8-1-62 


BRODRICK, WILLIAM ST.JOHN FREMANTLE, FIRST 
EARL OF MIDLETON 


Wilson, Sir Guy Douglas Arthur Fleetwood, 
Papers 


Letters: 1892, June 1, 2 
1902, July 18 
7-26-67 


BRODRICK, WILLIAM ST. JOHN FREMANTLE, FIRST 
EARL OF MIDLETON 


Wolseley, Garnet Joseph, First 
Viscount Wolseley, Papers 


Letter: 1900, Dec. 21 


BROGDEN, CURTIS HOOKS 


Holden, William Woods, Papers 


Letter: 1883, Aug. 24 


BROGLIE, ACHILLE CHARLES LÉONCE VICTOR, DUC DE 


Backhouse, John 


Papers: 1833, Feb. 18 


12-1-68 


BROGLIE, ACHILLE CHARLES LÉONCE VICTOR, DUC DE 


Dawson, Francis Warrington, I & II, Papers 


Diplomatic Dispatches, Pageot, 1835, and 
Clippings 


12-10-66 


BROGLIE, ACHILLE CHARLES LÉONCE VICTOR, DUC DE 
Fox, Henry, Third Baron Holland, Papers 
Letters: 1836, Jan. 29-Feb. 26, March 14, 


Apr. 18 
1837, Jan. 9, Apr. 7 


BROGLIE, CHARLES-LOUIS-VICTOR, PRINCE DE 


Dawson, Francis Warrington, I & II, 
Papers 


Letters: 1931 


12-10-66 


BROKE, SIR PHILIP BOWES VERE, FIRST BARONET 


Barrie, Sir Robert, Papers 


Letter: 1806, June 29 


BROKENBROUGH, MORE 
Carter, Robert 
Plantation Records 
Letterbook IV, 103 (contd,) 
12-10-63 


BROKERS 


Mary (Hinton) Fearing, Papers 


Volumes: Scrapbook I, 1923-1929: f. 25 


3-20-79 


BROKERS. NEW YORK 


Nevins, Townsend & Co. 


Papers: 1844-1846 


BROKERS, NEW YORK 
Wilbur, Jeremiah 
Papers, 1817-1879 
New York, N.Y. 


10-25-56 


BROKERS. NORTH CAROLINA. 


W. B. Surls (Durham, N.C.) 
Records, 1889-1893, (bulk 1889-1892) 


12/05/88 


BROMFIELD, LOUIS 
Stephens, Erwin Duke, Papers 
Autobiographical Writings: 


"Malabar Farm 1949," 
"Malabar Farm" 


BROMINE 
Trent Coll, - MS, Div. - 


Pierre Pomme Papers 


4-8-60 


BROMPTON, RICHARD. 
Pitt, William (1759-1806) 
Papers, 1762-188) 
"Hollwood," Hayes, Kent Co., Eng. 
8-1-62 8l items 


BRONCHITIS 


See Diseases. Bronchitis 


BRONTE, CHARLOTTE 
Aglionby, Frances (Walker) Yates 
Papers, 1821-1933 


"Mt. Pleasant," Charleston, W. Va. 


10-12-55 


BRONTE, CHARLOTTE 
Cook, Flavius Josephus 
Papers, 1847-1916; 


Boston, Mass. & Ticonderoga, N. Y. 


BRONTE, CHARLOTTE 
Gosse, Sir Edmund William 
Papers, 1857-1958 


London, Middlesex, England 


3-21-60 


BRONTE, CHARLOTTE 
Haywood, Francis, Papers 


Article: "People I Have Known," in 
Sketch of Thackeray 


10-22-71 


BRONTE, CHARLOTEE 
Malet Family Papers 


Queen Sophia Division: 
Letters: 1848, Jan. 12; Sept. 4 


BRONTE, CHARLOTTE 
Stokes, Missouria H. 
Letters and Papers, 1856-1924 


Decatur, De Kalb Co., Ga. 


BRONTE, EMILY 


Hayne, Paul Hamilton, Papers 


Letter: 


10-16-68 


BROOK, EBENEZER 
Carter, Robert 
Plantation Records 
Letterbook III (2), 62 
12-10-63 


BROOK FARM 


Williams, Stanley Thomas (1888-1956), Papers 


Lectures: "Brook Farm" 


BROOKE, SIR CHARLES JOHNSON. 
Wilberforce, Samuel 
Papers, 1790-1872 
Oxford and Winchester, England 
Far 34 items 
7-20-61 


BROOKE, CLEMENT 
Carter, Robert 
Plantation Records 
Letterbooks : 
I TIT (1) (2) 
II IV 
III V 


12-10-63 


BROOKE, FRANCIS CAPPER 


Page, Augustine. A Supplement to the 
Suffolk Traveller, or, Topographical 
and Genealogical | Collections, Concerning 
That County (Ipswich, 1844) 

(Rare Book Room) 


Letter to: 1883, Nov. 17 


BROOKE, FRANCIS TALIAFERRO 
Campbell Family Papers 
Letters: 1821, June 20 


1839, Jan. 21 
Diary, 1837-1857: 1837, Mar. 31 


12-13-74 S 


BROOKE, FRANCIS TALIAFERRO. 
Clay, Henry 
rapers, 1802-1852 


Lexington, Kentucky 


6-4-68 


139 items 


BROOKE, FRANCIS TALIAFERRO 


McCalla, John M., Papers 


Copy of letter to Brooke from Henry Clay, 
1844, in Notebook. 


BROOKE, GEORGE 
Carter, Robert 
Plantation Records 


Letterbook IV, 31 


12-10-63 


BROOKE, GEORGE MERCER, SR, 
Steuart, George Hume, Sr. and Jr, 
Papers, 1817 (1847-1861) 1882 


Baltimore, Md. 


Teese 275 items 


BROOKE, HUMPHREY 


Huie, Reid and Company Papers 


Volume: Huie, Reid and Company's Daybook, 
1789-1790 


BROOKE, JAMES 
Carter, Robert 
Plantation Records 


Letterbook I 


12-10-63 


BROOKE, SIR JAMES 
Bowring, Sir John 
Papers, 1833 (1849-1859) 1904 
Larkbear, Devonshire, England 


RETIRE 56 items 
Orla) 


BROOKE, SIR JAMES (1803-1868) 
Hume, Joseph 
Papers, 1817-1853 
"Burnley Hall," Norfolk Co., England 
SEN 22 items 
12-19-55 


BROOKE, SIR JAMES. 
Wilberforce, Samuel 
Papers, 1790-1872 
Oxford and Winchester, England 


se 34 items 


7-20-61 


BROOKE, RUPERT (1887-1915) 
Taylor, Harry Paul, Papers 


Writings: "Requiem for Rupert Brooke" 


BROOKE, ST. GEORGE TUCKER. 
Munford-Ellis Family 
Papers, 1770-1942 


Richmond and Lynchburg, Va. 


qo rer) 12,497 items & 


21 vols. 


Recatalogued, 12-12-58 


BROOKE, ROBERT 
Dandridge, Caroline Danske (Bedinger) 
Papers, 1752-1954 
Shepherdstown, W. Va. 


nn 5506 items & 150 vols. 


10-3-57 


BROOKE, ROBERT 
McDowell, James, II 
Papers, 1767-1888 
Lexington, Va. 


7-26-57 


751 items 


BROOKE, THOMAS, JR. 


Baines, Sir Edward, Papers 


Letter, Jan. 14, 1841. 


9-16-64 


BROOKINGS, ROBERT SOMERS 
McSwain, John Jackson 
Papers, 1910-1941 


Greenville, S.C. 


ARS 11,903 items & 


15 vols, 


BROOKLYN (NEW YORK, N.Y.). 


Curtis family 
Correspondence, 1841-1858 


5/14/93 


BROOKS, CLEANTH (1906- 


Duke, Maurice, Papers 


Tear Sheet: 1976, June 27 


BROOKS, ERASTUS 
American Writers 
Papers, 1814-1930 
Ve De 
REISER 118 items 
7-27-59 


BROOKS, ERASTUS 


Gales, Joseph (1786-1860), Papers 


Gales and Seaton, General Ledger, No. 2, 
1825-1854 


BROOKS, EUGENE CLYDE. 


Craven-Pegram Family Papers 


Letters: 1893, May 24, Aug. 27, Dec. 10 


7/15/86 


BROOKS, EUGENE CLYDE, I 


Crowell, John Franklin, Papers 
Letters: 1890, Mar. 4; Aug. 4 


3-10-70 
DUKE UNIVERSITY ARCHIVES 


BROOKS, GEORGE WASHINGTON 
Hedrick, Benjamin Sherwood 
Papers, 1848-1893 
Chapel Hill, N. C., and Washington, D. C, 
FEE 6033 items & 4 vols. 
9-15-59 


BROOKS, GEORGE WASHINGTON 
Hinsdale Family Papers 


Mounted Clippings: Folder II, pp. 5-6 


BROOKS, GEORGE WASHINGTON 


Smith, William Nathan Harrell, Papers 


Letter to: 1863, Oct. 25 


BROOKS, MARY WALLACE 


Moses, Montrose Jonas, Papers 


Letter: 1927, July 28 


BROOKS, NOAH 
Cook, Flavius Josephus 
Papers, 1847-1916 


Boston, Mass, & Ticonderoga, N, Y. 


TRES 812 items & 12 vols. 


BROOKS, PHILLIPS 
Cook, Flavius Josephus 
Papers, 1847-1916 
Boston, Mass, & Ticonderoga, N.Y. 


812 items & 
12 vols. 


BROOKS, PHILLIPS 
Field-Musgrave Family 
Papers, 1739-1938 


Stockbridge, Berkshire County, Mass.; and 
East Grinstead, Sussex, England 


7-1-63 2,164 items & 13 vols. 


BROOKS, PHILLIPS c?3 
Lowell, James Russell 


Papers, 1855-1890 


"Elmwood," Cambridge, Middlesex County, 


Massachusetts 


Noc 3-2-53 48 items 


BROOKS, PHILLIPS 


Meriam-Adams Family Papers 


Letter: 1876, July 12 


3-31-71 


BROOKS, PHILLIPS 
Miles, James Warley, Papers 


Letter: 1872, Oct. 29 


6-19-67 


Fox, 
Papers, 1784 (1825-1892) 1892 


Lexington, South Carolina 


51 boxes, ip 2,139 items 


OCT 3 9 


GUIDE 


BROOKS , PRESTON SMITH 
Huger, Alfred. 
Letterpress Books, 1853-1859. 
Charleston, Charleston Co., S. C. 


2-10-62 2 vols. 


BROOKS, PRESTON SMITH 
Johnson, Ellen Cooper 
Papers, 1924 


Conway, Horry Co., 8, C, 


gees 1 item 


BROOKS, PRESTON SMITH 


Kinsley, Edward “ilkinson, Papers 


Letter: 1065, Aug. 2 


o 


BROOKS, PRESTON SMITH 


Pickens, Francis Wilkinson, Papers 
(Dalton Collection) 


Letter: 1840, Mar. 8 


BROOKS, PRESTON SMITH 


Williams, Matthew Jouett, Papers 


Diary, 1852-1853: pp. 28, 82 


BROOKS, T. E., & CO. 
Tobacco Collection 
19th-20th Centuries 


& Foreign Countries 


BROOKS, VAN WYCK 


England, Robert Durant, Papers 


Letter: 1935, April 26 


BROOKS, VAN WYCK (1886-1963) 


Gohdes, Clarence Louis Frank, Papers 


Letter: 1964, Dec. 19 


BROOKS, VAN WYCK (1886-1963) 
Hubbell, Jay Broadus (1885-1979), Papers 


Writings: Printed Material: 
Review: Scenes and Portraits: 
Memories of Childhood and 
Youth ca 


BROOKS, VAN WYCK (1886-1963). LIFE OF EMERSON 
American Literature Papers 
Correspondence Files, 1927-1959: 


Bro-Brownell Folder, Van Wyck 
Brooks, Mar. 16, 1932 


BROOKS, WILLIAM KEITH 
McDonald, Marshall, Papers 


Letters to: Letterpress Book, 1888-1892 
(pp. 26, 48, 220, 223, 298) 


BROOKS, WILLIAM MCLIN 
Simpson, William Dunlap; Papers 


Letter: 1867, April 5 
(Other references probable) 


BROOKS, PRESTON SMITH 


See also Brooks-Sumner Affair 


BROOKS-SUMNER AFFAIR 
Fox, John 
Papers, 1784 (1825-1892) 1892 


Lexington, South Carolina 
51 boxes 


10-3-49 


BROOKS -SUMNER AFFAIR 
Knight, Jonathan 
Papers, 1826-1858 


East Bethlehem, Washington Co., Pa. 


7-30-53 


BROOM AND BRUSH INDUSTRY 
Warlick, John C, 
Paper, 1901 


Lincolnton, Lincoln Co, , N.C. 


BROOMAN, JAMES 


Croker, John Wilson, Papers 


Letters: 1821, June 29 
1825, Mar. 1, June 11 


BROOME, EDWIN CORNELIUS 


Farley, Belmont Mercer, Papers 


Professional Correspondence: 
Letter to: 1933, May 16 


BROPHY, ROBERT JOSEPH 


American Literary Manuscripts Papers 
ALM2 Project: 


Correspondence of J.A. Robbins and 
Regional Chairmen, Miscellaneous 
Folder: Letter to: 1972, Dec. 29 


BROTHERHOOD OF MAINTENANCE OF WAY EMPLOYEES 


Congress of Industrial Organizations. 
Organizing Committee. Tennessee Papers 


Folder: 
Brotherhood of Maintenance of Way 
Employees 


BROTHERHOOD OF PAINTERS, DECORATORS AND 
PAPERHANGERS OF AMERICA 


Arthur, Chester A,, Papers 


Letters: 1948, May 11 
1950, July 21 
1951, Jan. 29 
1952, Sept. 2 

Alphabetical Files: 


Forms: n. d. (3) 


Headquarters 


BROTHERHOOD OF PAINTERS, DECORATORS AND 
PAPERHANGERS OF AMERICA 


Arthur, Chester A., Papers 
Clippings: abr Oct. 16 
d. 


Printed da: n. 


d. 
Volumes: 1911, [? 
1913, [? 

1937, June 


1941, Sept. 


BROTHERHOOD OF PAINTERS, DECORATORS AND 
PAPERHANGERS OF AMERICA 


Arthur, Chester A., Papers 


Volumes: 1950, Sept. (2) 
n. d, 


THE BROTHERHOOD OF PAINTERS, DECORATORS AND 
PAPERHANGERS OF AMERICA 


Labor Miscellany Papers 


Printed Material: 
AFL-CIO: 1969 


8-31-76 


BROTHERHOOD OF PAINTERS, DECORATORS 
AND PAPERHANGERS OF AMERICA 


See also Sign and Pictorial Painters 


Moving Picture Painters and 
Scenic Artists 


Glass Workers' Union 


BROTHERHOOD OF PAINTERS, DECORATORS AND PAPERHANGERS OF 
AMERICA. LOCAL UNION NO. 1018. RICHMOND, VIRGINIA 


Arthur, Chester A., Papers 


Letter: 1953, Nov. 7; n.d. 
Volumes: 1911, 
193, _ ca 


1917, 
Serials: The Painter and Decorator, 1911-1951 


(incomplete) — 


BROTHERHOOD OF RAILROAD TRAINMEN 


Congress of Industrial Organizations, In- 
dustrial Union Councils, Tennessee Papers 


Folder: 
Brotherhood of Railroad Trainmen 


BROTHERS AND BROTHERS 


See Siblings 


BROTHERS AND SISTERS 


See Siblings 


BROTHERS AND SISTERS. 


Eddy, Pelig 


Letter: Providence (R.I.), to Thomas Eddy, 
Washington, (N.C.), 1807 April 19 


5/11/98 


BROTHERS AND SISTERS. 


Patterson, Reuben F., d. 1864 
Letters and envelopes, 1862-1899 (bulk 
1862-1863) 


5/10/93 


BROTHERS AND SISTERS--CORRESPONDENCE. 


Bland family 
Papers, 1879-1890 


5/14/93 


BROTHERTON, JOSEPH 


Croker, John Wilson, Papers 


Letter: 1834, Dec. 27 


BROUGH, JOHN (1811-1865) 
Busbey, William H, 
Papers, 1861-1864 
Wilmington, Ohio 
Cab, 1 15 items 


5-1-61 


BROUGH, JOHN 
Fullerton, David 


Papers, 1787-1920 


Greencastle, Franklin County, Pa. 


8-13-59 218 items 


BROUGH, LIONEL 


Pauncefote, Julian, First Baron Pauncefote, 
Papers 


Letter to: 1896, Nov. 26 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Aglionby, Frances (Walker) Yates 
Papers, 1821-1933 
"Mt. Pleasant," Charlestown, W. Va. 


1009 items 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM AND 
VAUX 


Backhouse, John 


Papers: 1815-1842 


12-1-68 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Blackburne, Francis, Papers 


Letter: 1849, March 1 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Chapman, John, Papers 


Letter: 1855, May 20 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM AND 
VAUX 


Clay, John, Papers 
Album: 1847, June 18 (p. 35) 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Croker, John Wilson, Papers 


Letters: 1818-1857 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Easthope, Sir John 
Papers, 1809-1957 
London, England 


Wins 499 items 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 


AND VAUX 
Fazakerley, John Nicholas, Papers 


Letters: March, 1827; 1828. 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 


AND VAUX 


Fox, Henry, Third Baron Holland, Papers 


Letters: 1836; Jan. 
Nov. 

1837; Oct. 

Dec. 


15, 38, 22, 29, 
7, 14 

2, 29, 

22 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Gosse, Sir Edmund William 
Papers, 1857-1958 
London, Middlesex Co., England 


my 227 items 


BROUGHAM, HENRY PETER, FIRS 
AND VAUX 


Jenkinson, Robert Banks, 
Liverpool, Papers 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Ker, Charles Henry Bellenden, Papers 


Letters: 1863, June 5; Oct. 20 
1864, Aug. 10 
1866, Aug. 31 
1868, Jan, 11 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Legaré, Hugh Swinton, Papers 
(Dalton Collection) 


Letters: 1832, Oct. 19 
1837, Dec. 29 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 1 


Malet Family Papers 
Letters: 1840, Feb. 12 
1850, June; July 8; Sept. 24; 1850 
1851, Feb. 12; Mar. 11, 19; May 16; 
1851 
1852, Jan. 9; Aug. 16 
1853, Jan. 3; Mar. 2; Aug. 31; Oct. 
23 


1854, Feb. 7; July 19 
ca. 1854-1855 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Malet Family Papers 
Letters: 1855, Apr. 27 
1857, Feb. 19; Aug. 18 
Queen Sophia Division: 
Letters: 1844, Apr. 


Dec. 

Jan. 

Dec. 1 

Feb. 11 (Enclosure); July 25 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Malet Family Papers 


Queen Sophia Division: 
Letters: 1859, Apr. 23 
1862, Oct. 12 
1865, Feb. 6; Mar. 17, 25; Nov. 28 
1868, May 10, 15 
n. d. (Tues. evening) 
Other scattered references 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Molesworth, William Nassau, Papers 


Letter: 1882, Nov. 15 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Newspaper Clippings 
1850-1897 
V. 


6-14-39 


Recataloged, 8-8-58 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Russell, Lord John, First Earl Russell, 
Papers 


Letters: 1817, March 


1829, Dec. 22 
1857, Nov. 18 


1-11-69 


BROUGHAM, HENRY PETER, FIRST BARON BROUGHAM 
AND VAUX 


Wilberforce, William, Papers 


Letters: 1804-1830 * 


8-11-66 


*For other items see description o 
cataloged before 1966. 


BROUGHAM, JAMES 


Backhouse, John 


Papers: 1820-1821 


BROUGHAM, WILLIAM, SECOND BARON BROUGHAM AND 
VAUX 


Ker, Charles Henry Bellenden, Papers 


Letters: 1868, Jan. 11 


BROUGHAM, WILLIAM, SECOND BARON BROUGHAM AND 
VAUX 


Malet Family Papers 


Queen Sophia Division: 
Letters: 1865, Mar. 17, 25 


BROUGHAM, WILLIAM, SECOND BARON BROUGHAM AND 
VAUX 


Wilberforce, William, Papers 


Letter: 1820 


8-11-66 


BROUGHTON, JOSEPH MELVILLE 
Hinsdale Family Papers 
Letters to: Letterpress Books (see in- 


dices of following vols,): 86, 89, 91, 
94 


BROUGHTON, JOSEPH MELVILLE (1888-1949) 


Broadfoot, William Gilles, Papers 


Letters to: 1943, Mar. 6; July 3 
1944, Jan. 25 


BROUGHTON, JOSEPH MELVILLE (1888-1949) 
Cowper, Mary Octavine (Thompson), Papers 


Durham Nursery School Division: 
Letter to: 1944, Mar. 13 


BROUGHTON, JOSEPH MELVILLE (1888-1949) 
Johnson, Jefferson Deems, Jr., Papers 


Letters: 1947-1949 

Printed material and clippings relative to 
Joseph Melville Broughton, 1944-1949 

General papers relative to campaign in N. G 
for the U. S, Senate in 1948 

Miscellany: Speeches by Broughton, 1944 


1-10-69 


BROUGHTON, JOSEPH MELVILLE 41888-1949) 
Martin, John Sanford 
Papers, 1917-1958 
Winston-Salem, Forsyth Co., North Carolina 


6-1-63 8,586 items & 16 vols 


BROUGHTON, JOSEPH MELVILLE, JR. 
Whitener, Basil Lee, Papers 
Correspondence (General) Series 


90th Congress, lst Session, 1967: 
Letter to, 1967, Dec. 7 (F File) 


BROUGHTON, NEEDHAM BRYANT 
Hinsdale Family Papers 
Letters to: Letterpress Books (see in- 


dices of following vols.): 75, 76 
(p. 101) 


BROUGHTON DE GYFFORD, JOHN CAM HOBHOUSE, BARON 


See Hobhouse, John Cam, Baron Brough- 
ton de Gyfford 


BROUN, WILLIAM LEROY 


Bedinger-Dandridge Family Papers 


Printed Material: 1903 


BROUN FAMILY, WEST VIRGINIA 


Bedinger-Dandridge Family Papers 


Letter: 1910, Oct. 4 


BROUSSARD, EDWIN SIDNEY 


Grant, Hugh Gladney, Papers 


Diary: 1932, Jan. 25 


BROWDER, BASIL DAVID 


Mason, Lucy Randolph, Papers 


Letter to: 1950, Dec. 11 


BROWDER FAMILY 
Wood, Marquis Lafayette, Papers 
Letter: 1877, May 15, about Rev. Thomas 


Browder and Rev. Peter C. Browder, and 
others. 


12-13-65 


DUKE UNIVERSITY ARCHIVES 


BROWN, AARON VENABLE 


Campbell Family Papers 
Letter: 1858, Feb. 8 


BROWN, AARON VENABLE 
Hinkson, John B, 
Papers, 1856-1905 


Delāware Co., Pa. 


A 210 items 


BROWN, ABBIE FARWELL 
Moses, Montrose Jonas, Papers 


Letters to: 1915, Dec. 10 
1916, Dec, 11, 22 
1923, Apr. 9 
1924, Oct. 21 


BROWN, ALBERT GALLATIN 
McLaurin, Duncan 
Papers, 1779-1922 
Richmond County, N.C. 


Ses, 1847 items and 


1 vol. 


BROWN, ALBERT GALLATIN, 
Reynolds, Lafayette P. 
Papers, 1814-1914 


Jacinto, Tishomingo co., Miss, 


TREE 6-25-51 366 itens 


BROWN, ALBERT GALLATIN 
Smith, William Ephriam 
Papers, 1844-1882 
Albany, Doughtery Co., Ga. 
TALES 194 items 
12-65-58 


BROWN, ALBERT GALLATIN 


Trumbull, Walter, Papers 


Letter: 1861, Jan. 24 


BROWN, ALBERT GALLATIN 
Wailes, Benjamin L. C. 
Papers, 1845-1859 
Washington, Mississippi 
tetes 126 items and 29 vols. 


BROWN, ALEXANDER (1843-1906) 
McDonald, Marshall, Papers 


Letter to: Letterpress Book, 1888-1892 
(p. 42) 


BROWN, ALICE 
Moses, Montrose Jonas, Papers 


Letters to: 1916, Dec, 11, 22 
Letter: 1917, Aug. 3 


BROWN, ARTHUR CLARKE. 
Pitt, William (1759-1806) 
Papers, 1762-1884 
"Hollwood, " Hayes, Kent Co., Eng. 
8-1-62 84 items 


BROWN, ASHBEL G. 
Whittingham, William Rollinson 


Papers, 1823 (1833-1867) 1879 


Baltimore, Md. 
LEIRE 12,471 items 


AUTOGRAPH FILE 
BROWN, Bedford 


To Bank of Newbern 
1825, Dec. 18. Milton, [N. C.] 
A.L.S, 

Philip Howerton MSS, 


AUG 18 1940 


BROWN, BEDFORD 


Campbell Family Papers 


Letter: 1832, Nov. 24 


BROWN, BEDFORD 
Cist, Lewis Jacob 
Papers, 1841-1867 
Cincinnati, Ohio 


5-10-57 


BROWN, BEDFORD 


Wilkes Family Papers 
(Dalton Collection) 


Letter: 1860, Nov. 23 


BROWN, BENJAMIN GRATZ 


Bryan Family Papers 


Broadside: 1872, Feb. 17 


1-12-68 


BROWN, BENJAMIN GRATZ 


Clarke, James T., Papers 


Letter: 1872, May 10 


BROWN, CHARLES BROCKDEN (1771-1810) 
American Literature Papers 


Correspondence Files, 1927-1959: 


Cl-Clough Folder, David L. Clark, 
1934, Aug. 4 


1937, May 13 
1944, Sept, 19, Oct. 16 


BROWN, CHARLES BROCKDEN 


Duke, Maurice, Papers 


Tear Sheet: 1972, Aug. 20 


BROWN, EDWIN 
Ambler-Brown Family 
Papers, 1780-1865 
Charlestown, W.Va. 


SuSE 3 items 


( 272 pieces) 


BROWN, ELEANOR (RUTHERFO RD) 
Ambler-Brown Family 
Papers, 1780-1865 
Charlestown, W, Va. 


SEHEN 3 items 
( 272 pieces) 


BROWN, ELMER ELLSWORTH 


Moses, Montrose Jonas, Papers 


Letter to: 1913, Apr. 3 


BROWN, FORD MADOX (1821-1893) 
Conrad, Joseph 
Papers, 1897-1958 
Ashford and Hythe, England 


Ed 111 items 


3-11,-60 


BROWN, FORD MADOX (1821-1893). 
Gosse, Sir Edmund William 
Papers, 1857-1958 
London, Middlesex Co., England 


227 items 


BROWN, FORD MADOX 
Rossetti, William Michael 
Papers, 1850-1916 


London, England 


8-24-67 


BROWN, FRANK AUGUSTUS, JR. 


Hall Family Papers 


Pamphlet: 1955, March 


5-26-71 


BROWN, FRANK CHOUTEAU 
Moses, Montrose Jonas, Papers 


Letters to: 1914, May 16; Sept. 9 
1916, June 9; Aug. 3 
1918, Mar. 14 

Letter: 1914, June 24 


BROWN, FRANK CLYDE (1870-1943) 
American Literature Papers 
Correspondence Files, 1927-1959: 


Bro-Brownell Folder: Letter to: 
1931, Feb. 


BROWN, FRANK CLYDE (1870-1943) 
Hubbell, Jay Broadus (1885-1979), Papers 


Biographical File: 
Letters: 1927, May 24, June 10, Jul 
5, 8 
Writings: Manuscript: 
Essay: "Frank Clyde Brown" 


BROWN, GEORGE H, (1850-1936) 
Hinsdale Family Papers 
Letters to: Letterpress Books (see in- 


dices of following vols.): 70, 71, 73, 
89 


BROWN, HENRY ALEX 
Pitt, William (1759-1806) 
Papers, 1762-1881 
"Hollwood," Hayes, Kent Co., Eng. 
8-1-62 8Ļ items 


BROWN, HENRY ALFRED 
Van Noppen, Charles Leonard 
Papers, 1881-1935 
Greensboro, N. C, 
CES 1135 items 
10-19-44 


raw 


TT Tw ro 

Å ETEN bk 
AJ JAR JI 

adi IJD, 


BROWN, HENRY BOX 


Gallaher Family Papers 


Letter: 1849, May 9 


BROWN, HERBERT ROSS (1902- ) 


American Literature Papers 


Alphabetical File: Brown, Herbert Ross, 
Folder: Letters to:. 1929, Aug. 23; 

1934, Jan. 30; 1943, Dec. 14, 21: 
1944, Jan. 20, Oct. 19, Nov.16, 
21; 1945, Jan. 11, Apr. 30, Aug. 
30; 1948, Mar. 5; 1950, July 7; 
1951, Jan. 23; 1956, Jan. 16, 
May 29; 1957, July 15 


BROWN, HERBERT ROSS 
Holman, Harriet Rebecca , Papers 


Correspondence, Chronological : 
Letter to: 1946, Mar. 12 


BROWN, HERBERT ROSS 
Woodress, James Leslie, Papers 


Writings: Essays Mostly on Periodical 
Publishing in America folder 


Letter to: 1972, Mar. 2 


BROWN, JACOB 


Dix, John Adams, Papers 


Letter: 1820, May 3 


BROWN, JACOB JENNINGS (1775-1828) 
Campbell Family Papers 
Letters: 1812, 
1813, Nov. 4 


1815, Feb. 1 
1821, Dec. 26 


12-13-74 


BROWN, JACOB (1775-1828). 
Kirby, Ephraim. 
Papers, 1763 (1780-1804) 1878 
Litchfield, Litchfield Co., Conn. 
iy 2897 items and 


i VOL; 
6-30-61 


BROWN, JAMES 
Ambler-Brown Family 
Papers, 1780-1865 


Charlestown, W.Va. 


faces 3 items 


( 272 pieces) 


BROWN, JAMES (1766-1835) 


Campbell Family Papers 
Letter: 1835, Apr. 13 


BROWN, JAMES H., fl. 1880s. 


Pike, Marshall S. (Marshall Spring) 
Papers, 1871-1891 


11/14/91 


BROWN, JOHN (1800-1859) 
Aglionby, Frances (Walker) Yates 
Papers, 1821-1933 


"Mt, Pleasant," Charlestown, W, Va. 


10-12-55 


BROWN, JOHN (1800-1859) 


Bernard, George S., Papers 


Scrapbook, 1816-1890: p. 80 


BROWN, JOHN 
Boteler, Alexander Robinson 
Scrapbook, I (1771-1924) 
Shepherdstown, W. Va. 
3-28-59 


BROWN, JOHN (1800-1859) 


Browning, Amos G,, Papers 


Clipping: 1913, Aug. 6 


BROWN, JOHN 


Chambers, Jennie 


Papers, 1838-193 


Harpers Ferry, W. Va. 


1,818 items 


BROWN, JOHN. 
Confederate Veteran 
1786-1933 
Papers, 280dx188X (Misc. Papers Div.) 
Nashville, Tenn. 


Sox 620 items 


Recatalogued, 
4- 28- 59 


BROWN, JOHN 
Cook, Flavius Josephus 
Papers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 


, 


812 items & 
12 vole. 


BROWN, JOHN (1800-1859) 


Eltinge-Lord Family Papers 


Eltinge Division: 
Letter: 1859, Dec. 29 


BROWN, JOHN (1800-1859) 
Fullerton, David 
Papers, 1787-1920 
Greencastle, Franklin County, Pa. 


8-13-59 218 items 


BROWN, JOHN 


Garrison, William Lloyd, Papers 


Letter: 1861, ca. April 


BROWN, JOHN (1800-1859) 
Gault, Matthew 
Papers, 1842-1867 
Hookset, Merrimack Co., N. H. 
¡OCIO 42 1tems 


BROWN, JOHN (1800-1859) 


Gould, John Mead, Papers 


Letter: 1862, Apr. 15 


12-8-67 


BROWN, JOHN 
Howland £#xÆf#2txm, Walter M. & Geo, S. 
Tilton 
Papers, 1852-1871 


v.p. in Confederacy 


EE a 85 items 


BROWN, JOHN, 1800-1859. 


J.B. Matthews Papers. 
Vertical Files Series: 
John Brown College. 


12/30/86 


BROWN, JOHN, 1800-1859. 


J.B. Matthews Papers. 
Vertical Files Series: 
John Brown Commemoration Committee. 


12/30/86 


BROWN, JOHN (1800-1859) 


Munford-Ellis Family 
Papers, 1770-1942 
Richmond and Lynchburg, Va. 


Recatalogued, 12-12-58 


BROWN, JOHN (1800-1859) 


Nettleton-Baldwin Family Papers 


Letters: 1860, Jan. 23, 27 


BROWN, JOHN 
Pierce, James W. 
Papers, 1854-1879 
Westfield, Ind, 


21 items 


BROWN, JOHN 
Scruggs, Langhorne 
Papers, 1785-1941 
Competition (now Chatham), Va. 
Pa 763 items 
8-19-57 


BROWN, JOHN. 
Smith, Josiah Townsend 
Papers, 1838-1913 
Hertford, North Carolina 


Gitar 652 items and 8 vols. 


BROWN, JOHN (1800-1859) 
Tabb, John Banister 
Papers, 1901 
Baltimore, Baltimore Co., Md. 
TEA 14 1tems 
10-16-58 


MICROFILM MANUSCRIPTS 
BROWN, JOHN (1800-1859) 
Whaley, Edward Mitchell 
Short account of the experience of 


Edward Mitchell Whaley of Edisto 
Island, S.C, 


BROWN, JOHN (1800-1859) 


Wright, Marcus Joseph, Papers 


Letter: 1889, Dec. 9 


BROWN, JOHN (1800-1859) 


See also: 
West Virginia. Harper's Ferry. John 
Brown Raid, 1859 


BROWN, JOHN (SERVANT OF QUEEN VICTORIA) 
Malet Family Papers 


Queen Sophia Division: 
Letters: 1866, Apr. 12; Aug. 11, 27 
1872, Feb. 25; Mar. 5 
1875, June 2 


BROWN, JOHN, JR. 
Redpath, James 
Letterpress Book, 1861 
Boston, Suffolk Co., Mass. 
484 pp. Cloth 27 3-4 x 22 1-4 cm. 


6-10-54 


BROWN, JOHN CALVIN. 


Capers, Ellison 


Papers, 1860 (1861-1865) 1906 


Columbia, Richland Co., and 
Charleston, Charleston Co., S.C. 


pta 165 items 
10-24-60 


BROWN, JOHN CALVIN 
Pope-Carter Family Papers 


Letters: 1863, Jan. 4, 6, 15; May 2 
1864, Feb. 21, Sept. 17 
Miscellany: "Recollections of the War" 
(typescript), pp. 1-2 


BROWN, JOHN J. 


Berry, Charles, Papers 


Letter: 1842, May 26 


BROWN, JOHN LACKEY 
Carr, Virginia (Spencer), Papers 


Carson McCullers Biography: 
Alphabetical Files: 
Bay, Ande snr Andrée: 1972, Feb. 4 
Mar. 


Bowen, E Ncc Dorothéa Cole: 1971, 
Oct. 
Brown, John Lackey: 1970-1973 
Letters to: 1972, Feb. 14; Mar. 16 
1972, Dec. 25 1973, Feb. 9 


BROWN, JOHN LACKEY 
Carr, Virginia (Spencer), Papers 


Carson McCullers Biography: 
Alphabetical Files: 
Cartier-Bresson, Henri: 1973, July 7 
3 


Flanner, Janet: 1972, Mar. 

Fullilove, Jack: 1972, Jan. 2; Feb. 22 
Mar. 17; Apr. 19; Aug. 24 

Leggett, John: 1972, Mar, 21; Apr. 3; 
June 2 

Mohrt, Michel: 1972, Jan. 16 


BROWN, JOHN LACKEY 
Carr, Virginia (Spencer), Papers 
Carson McCullers Biography: 


Alphabetical Files: 
Morris, Ira and Edita: 1971, Oct. 9 


BROWN, JOHN MASON 
Moses, Montrose Jonas, Papers 


Letters: 1926, Aug. 21-23 
1928, Nov. 20, 23 
1932, Dec. 17, 19 
1933, Feb. 11; Mar. 7; May 2 


Letters to: 1926, Aug. 24; Oct. 5, 23 
1927, Jan. 1 
1932, May 16 
1933, May 26; June 5; 


Nov. 


BROWN, JOSEPH ADDISON 


Sprunt, Alexander, & Son, Inc., Papers 


Correspondence and Other Papers: 
1906, May 18 


BROWN, JOSEPH EMERSON 
Bryant, John Emory, Papers 
Letters: 1870, May 21 


1871, May 12, 18, 22; Sept. 14 
Scrapbook: 1872-1875, p. 116 


6-28-68 
E 


BROWN, JOSEPH EMERSON 


Cobb, Howell (1795-1864), Papers 


Letter: 1860, Oct. 23 


BROWN, JOSEPH EMERSON, 


C.S.A.Archives. Army Units. 


Georgia State Troops. 
Papers, 1862-1865, 
Savannah, Georgia 


C.8. A. Archives. 


29 items 


BROWN, JOSEPH EMERSON 
C.S,A, Archives, State Governments (Georgia) 
Papers, 1861-1865 
Georgia, N,C,, S.C., € Va. 


C.S.A. Archives 


BROWN, JOSEPH EMERSON 
Corbin, Francis Porteus 
Papers, 1662-1885 
Philadelphia, Pa. 


HARRIS get 719 items 


BROWN, JOSEPH EMERSON 


Davis, Jefferson 


Papers, 1851-1938 


BROWN, JOSEPH EMERSON 
De Renne, George Wymberley Jones 
Papers, 1782-1867 
Savannah, Ga. 


42 items 


BROWN, JOSEPH EMERSON 


Faw, Enoch, Papers 


Diary, 1856-1861: pp. 87, 91-92 


BROWN, JOSEPH E. (JOSEPH EMERSON), 1821-1894. 


Featherston, Lucius Horace, 1814-1886. 
Papers, 1877-1900. 
Letter to 


05/19/88 


BROWN, JOSEPH EMERSON 


Johnson, Andrew, Papers 


Order: 1865, May 25 


BROWN, JOSEPH EMERSON 
Johnson, Herschel Vespasian 
Papers, 1812-1880 
"Sandy Grove," Bartow, Ga. 


829 items and 30 vols. 


BROWN, JOSEPH EMERSON 


Jones, Charles Colcock, Jr., Papers 


Clipping: 1881, ca. 


BROWN, JOSEPH EMERSON 


Jones, Charles Edgeworth, Papers 


Scrapbook: Historical Articles of Charles 
Edgeworth Jones, pp. 162-166 


BROWN, JOSEPH EMERSON 
Lee, Robert Edward 
Official Telegrams, 1862-1865 
Army of Northern Virginia 
295 telegrams 314 morocco 81 x 32 cm. 
(1 vol.) 


BROWN, JOSEPH EMERSON 
Oglesby, Thaddeus Kosciuszko 
Papers, 1876-1918 


v.p. in Georgia 


ies 2152 items 


BROWN, JOSEPH EMERSON 
Simpson, William Dunlap 
Papers, 1798-1914 


Laurens, S. C. 


er 


3660 items 


BROWN, JOSEPH EMERSON 
Smith, William Ephriam 
Papers, 1844-1882 


Albany, Doughtery Co., Ga. 


er 194 items 


BROWN, JOSEPH EMERSON 
Stokes, Missouria H. 
Letters and Papers, 1856-1924 
Decatur, De Kalb Co., Ga. 


3-2-61 182 items 


BROWN, JOSEPH EMERSON 


Alexander H. Stephens Papers 


Aaron P. Brown to A. H. Stephens, 
Oct. 6, 1882 


BROWN, JOSEPH EMERSON 
Thomas, Ella Gertrude (Clanton) 
Journals, 1848-1889 


Augusta, Ga. 


SUITE 13 vols. 


1-31-58 (Vols. July, 1861-Sept., 1864, p. 156; 
&ept., 1864-Oct., 1866, pp. 8-9) 


BROWN, JOSEPH 
Walker, William Henry Talbot 
Papers, 1846-1883 


Augusta, Richmond Co., Georgia 


Recataloged, 10-14-64 406 items 


BROWN, JOSEPH GILL 


Plyler, Marion Timothy, Papers 


Appendix to Plyler MS., Life of William 
Preston Few 


2-21-71 


BROWN, JOSEPH M, 
Colquitt, William Neyle 
Papers, 1901-25 
Savannah, Ga. 


1043 items 


BROWN, LYTLE 
King, Campbell 
Papers. 1917-1933 


Flat Rock, North Carolina 


RES 259 items & 1 vol. 


BROWN, L. L. 
Flagg, George A. 
Papers, 1860-1883 
Harpers Ferry, Jefferson County, W. Va. 


5119 items 


BROWN, MARGARET ADELINE 
Courtney-Oliver Family Papers 


Letter: 1909, Jan. 31 


3-14-67 


BROWN, MARGARET (TEMPLETON) 
Ambler-Brown Family 
Papers, 1780-1865 


Charlestown, W.Va. 


ESSEN 3 items 


(272 pieces) 
6-15-56 


BROWN, NEILL SMITH 


Campbell Family Papers 


Letters: 1846, Nov. 22, 24 


12-13-74 


1849, Aug. 7, 25 
1852, OBE. 3 

ca. 1853 

1856, Aug. 12 
1861, Apr. 21 


BROWN,. OLIVER MADOX 
Rossetti, William Michael 
Letters, 1850-1911 


London, England 


ds 3 boxes 


SEP 12 51 


271 items 


BROWN, PETER HUME 


Neilson, George, Papers 


Letter: 1901, Aug. 15 


BROWN, PETER MARSHALL 
Van Noppen, Charles Leonard 
Papers, 1881-1935 
Greensboro, N. C. 


INT y 1135 items 
10-19-44 


GUIDE 


BROWN, Reuben H . 


Boyd, William Kenneth, Papers (History 
Dept. div.) 
Letter: 1920, Aug. 25 


3-17-73 


DUKE UNIVERSITY ARCHIVES 


BROWN, ROBERT LAWRENCE 
Harris, Henry St. George 
Papers, 1823-1887 
Diana Mills, Va. 


TRAMITES 143 items 
3-15-57 


BROWN, SALLY (HAMMOND) 

Ambler-Brown Family 
Papers, 1780-1865 
Charlestown, W.Va. 


Es 3 items 


(272 pieces 


6-15-56 


BROW SAMUEL (1769-1830) 
Trent Coll. - MS. Div. - 


Sam'1 Meredith Papers 


L-8-60 


BROWN, SEVELLON A. 


Schlözer, Kurd von, 1822-1894 
Letter, 1875, Jan. 4 


11/15/91 


BROWN, THOMAS. OF "MT. EPHRAIM", VA. AND FLA. 
Ambler-Brown Family 
Papers, 1780-1865 


Charlestown, W.Va. 


Em 3 items 


(272 pieces) 


BROWN, THOMAS ALLSTON 


Moses, Montrose Jonas, Papers 


Letter: 1913, May 8 


BROWN, WALTER FOLGER 


Blakely, Ralph Royd, Papers 


Letters: 1930, Aug. 25 
1931, Apr. 9; May 17, 19 


6-20-66 


BROWN, WILLIAM 
Ambler-Brown Family 
Papers, 1780-1865 


Charlestown, W.Va. 


ras 3 items 


(272 pieces) 


BROWN, WILLIAM ADAMS 


Moses, Montrose Jonas, Papers 


Letter to: 1925, Dec. 9 


BROWN, WILLIAM CABELL 


Barton, Gertrude Williamson (Baker), Papers 


Letters: 1914, Oct. 22 
1916, Aug. 26 


BROWN, WILLIAM GARROTT 


Duke University Archives 
Few, William Preston 


Papers, 1885-1951 


Durham, N. C. 
8-3-61 


See following card for an additional 
reference to this collection. 
DUKE UNIVERSITY ARCHIVES 


DUKE UNI IVERSITY ARCH 


ANA V IIDILl 


ARCHIVES 


BROWN, WILLIAM LAURENCE 
Dundas, Henry, First Viscount Melville 
Papers: 1799, Jan. 13, 26 (Enclosed 


"Sequel," pp. 54-55, and possibly other 
Bes ern 


BROWN, WILLIAM LEROY 


See Broun, William LeRoy 


BROWN AND WILLIAMSON TOBACCO CORPORATION 


Labor Miscellany. Printed Material 


Papers: 1949-1963 


BROWN FAMILY. WESTMORELAND CO. VA. 
Ambler-Brown Family 
Papers, 1780-1865 
Charlestown, W.Va. 


fama 3 items 


( 272 pieces) 


BROWN FAMILY 
Brown, Alexander 
Papers, 1814-1878 
"Glenmore," Nelson Co., Va. 


REZ 70 items 
7-15-57 


BROWN FAMILY 
Clayton-Brown-Leftwich 
Papers, 1802-1826 


Lynchburg, Va. 


TER 277 items 


BROWN-SEQUARD, CHARLES EDWARD (1817-1891) 


Trent Coll. - MS. Div. - 8, Weir Mitchell 
Papers 


L-8-60 


BROWN LUNG DISEASE 


See Diseases. Byssinosis 


BROWNE, ARCHIBALD 


Wilberforce, William, Papers 


Letter: 1823, July 8 


8-11-66 


BROWNE, CHARLES FARRAR (1834-1867) 
Eltinge-Lord Family Papers 


Eltinge Division: 
Scrapbook: p. 67 


BROWNE, EDWARD HAROLD 


Haywood, Francis, Papers 


Article: "People I Have Known" 


BROWNE, FRANCIS FISHER 


Hayne, Paul Hami Y Papers 


Letter: 


10-16-68 


BROWNE, HALBOT KNIGHT 


Miller, William, Papers 


Scrapbook 1, pp. 229-238 


BROWNE, HOWE PETER, SECOND MARQUIS OF SLIGO 


Croker, John Wilson, Papers 


Letter: 1844, Sept. 4 


BROWNE, SIR JAMES CRICHTON- 


See Crichton-Browne, Sir James 


BROWNE, JUNIUS HENRI 


Williams, William, Papers 


Memoir (1888): p. 16 


11-6-68 


BROWNE, MAURICE 
Moses, Montrose Jonas, Papers 
Letter: 1931, Sept. 10 
Letter to: 1931, Sept. 12 (enclosed 
with letter of same date) 
Radio Broadcast: 1931, Oct. 11 


6-15-73 


BROWNE, RHODES 
King, Campbell 
Papers. 1917-1933 
Flat Rock, North Carolina 


HEER 259 items & 1 vol. 


12-16-54 


BROWNE, SAMUEL J. 


Odgen Family Papers 


Letter: 1834, Mar. 12 


BROWNE, THOMAS 


Croker, John Wilson, Papers 


Letter: 1812, Dec. 24 


1-21-66 


BROWNE, WILLIAM HAND 


Hayne, Paul Hamilton, Papers 


Letters: 1870, Nov. 2--1878, June 16, 


passim 


, 


10-16-68 


BROWNELL, HENRY HOWARD 


Hayne, Paul Hamilton 


Letter: 


BROWNELL, HERBERT 


Mason, Lucy Randolph, Papers 


Letter to: 1953, Feb. 16 


BROWNELL, KADY 


Moore, Frank, Papers 


Letters: 1866, Feb. 2, 24 


BROWNING, ELIZABETH BARRETT 


Backhouse, John 


Papers: 1840, Feb. 17 


BROWNING, ELIZABETH (BARRETT) 
Cook, Flavius Josephus 
Pavers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 


812 items & 
12 vols. 


BROWNING, ELIZABETH (BARRETT) 
Hayne, Paul Hamilton, 


Letters: 1871, July 
1872, Mar. 
1883, Jan. 
1885, June 
1886, Feb. 


BROWNING, OSCAR (1837-1923) 
Gosse, Sir Edmund William 
Papers, 1857-1958 
London, Middlesex Co., England 


227 items 


BROWNING, ROBERT 
American Literature Papers 
Correspondence Files, 1927-1959: 


Pound, Louise, Folder: 1936, 
Oct, 4, 17; 20, Dee. 3 


BROWNING, ROBERT 


Carlyle, Thomas, Papers 


Letter: 1847, April 13 


BROWNING, ROBERT, 
Clarke, James Freeman 
Papers, 1833-1905 
Boston, Suffolk Co., Mass. 


DER 44 items 


BROWNING, ROBERT 
Cook, Flavius Josephus 
Papers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 


812 items & 
12 vols. 


BROWNING, ROBERT (1812-1889). 
Gosse, Sir Edmund William 
Papers, 1857-1958 
London, Middlesex Co., England 
Es 227 items 


3-21-60 


BROWNING, ROBERT 
Hayne, Paul Hamilton, Papers 


Letters: 1870, April 13 
1871, Mar. 4; Aug. 

1883, April 4-7 

1885, Mar. 16-31 


10-16-68 


BROWNING, ROBERT 


Haywood, Francis, Papers 


Article: "People I Have Known" 


10-22-71 


BROWNING, ROBERT 


Mencken, Henry Louis, Papers 


Folder 


BROWNING, ROBERT 
Moses, Montrose Jonas, Papers 


Letter: 1932, June 23 

Writings and Notes: Miscellany, n.d. 
("Introduction to Browning's The 
Ring and the Book") 


BROWNING, ROBERT 


Robinson, George Frederick Samuel, First 
Marquis of Ripon, Papers 


Letter: 1885, Dec. 10 


BROWNING FAMILY, NORTH CAROLINA 
Browning, Hugh Conway, Papers 


Genealogy of Browning Family 


10-20-69 


BROWNLOW, ADELAIDE (CHETWYND-TALBOT) CUST, 
COUNTESS 


See Cust, Adelaide (Chetwynd-Talbot), 
Countess Brownlow 


BROWNLOW, ADELBERT WELLINGTON BROWNLOW CUST, 
THIRD EARL 


See Cust, Adelbert Wellington Brownlow, 
Third Earl Brownlow 


BROWNLOW, EMMA SOPHIA (EDGECUMBE) CUST, COUNTESS 


See Cust, Emma Sophia (Edgecumbe), Countess 
Brownlow 


BROWNLOW, WILLIAM GANNAWAY 


Campbell Family Papers 


Letters: 1852, 


July 6 


June 21 

Jan. 10 

Mar. 28; Aug. 12; Dec. 10 
Jan. 9, 15; Mar. 21, 24; 
Apr. 22; June 24, 26; July 
32-9. 12; Dec. 21 


BROWNLOW, WILLIAM GANNAWAY 
Campbell Family Papers 


Letters: 1867, Jan. 27, 28; Feb. 7, 25; 
May 31 


BROWNLOW, WILLIAM GANNAWAY 
Hedrick, Benjamin Sherwood 
Papers, 1848-1893 
Chapel Hill, N,C,, and Washington, D.C. 


BROWNLOW, WILLIAM GANNAWAY 


Hill, Oscar P., Papers 


Letter: 1867, Aug. 1 


BROWNLOW, WM. GANNAWAY, 
Solomons, M, J, 3644 
Scrapbook, 1861-1863 
Savannah, Chatham Co., Ga, 
483 pp. Boards 32 x 20 cm. 
10-4-60 


BROWNLOW, WILLIAM GANNAWAY. PORTRAITS, CARICA- 
TURES, ETC. 


Brown, Adam K., Papers 


Letter: 1863, March 11 


12-16-77 


BROWNRIGG, SIR ROBERT 
Croker, John Wilson, Papers 


Letters: 1811, July 13, Nov. 16 


6-23-65 


BROWNRIGG, SIR ROBERT 


Dundas, Robert Saunders, Second Viscount 
Melville, Papers 


Letters: 1817, Aug. 14, Sept. 9 


7-16-65 


BROWNRIGG, SIR ROBERT. 
Great Britain 
Papers (Military and Naval), 1730-1902 
in Great Britain. 


54 items 


BROWNRIGG, SIR ROBERT. 
Great Britain 
Papers (Political), 1717-1944 
V. p. in Great Britain 


1-10-62 183 items 


BROWNRIGG, SIR ROBERT, FIRST BARONET 


Dundas, Henry, First Viscount Melville 


Letter to: 1798, July 1 


BROWN'S WARE HOUSE 
Tobacco Collection 
19th-20th Centuries 


U. S. & Foreign Countries 


BROWNSON, NATHAN 
Greene, Nathanael, Papers 


Letters: 1781, Apr. 26; July 18, 24 (2); 
Aug. 25; Dec. 25 
Letters to: 1781, Dec. 24, 27 
1782, Jan. 9 


BROWNSON, NATHAN 
Jones, Charles Colcock, Jr., Papers 
Addresses and Writings: "Biographical 


Sketches of the Delegates from Georgia to 
the Continental Congress," pp. 25-28 


BROWNSON, NATHAN 


Jones, Charles Edgeworth, Papers 


Scrapbook: Historical Articles of Charles 
Edgeworth Jones, pp. 103-104 


BROWNSON, ORESTES AUGUSTUS 
Gardner, Melzar, Papers 


Letters: 1841, Nov. 
1842, Feb. 


BROWNSON, ORESTES AUGUSTUS 
Whittingham, William Rollinson 


Papers, 1823 (1833-1867) 1879 


Baltimore, Md. 
Stra 12,471 items 


JUN 8 '51 


BROWNSTONE, NORTH CAROLINA 


Hinsdale Family Papers 


Volumes: Letterpress Books: Vols. 99-14 


BROYHILL, J, E. 


DeLapp, Sim A. 
Papers, 1862-1976 


5/15/92 


BROYHILL, JAMES EDGAR 
Whitener, Basil Lee, Papers 


Office Information Series 
Political, Broyhill, 1966-1968 
(Other references possible in other 

categories) 


BROYHILL, JAMES THOMAS 


Whitener, Basil Lee, Papers 


Personal Series 
Congresses 
90th Congress, lst Session, 1967: 
Broyhill, James T., 1967 
90th Congress, 2nd Session, 1968: 
Broyhill, James T., 1968 
(Other references possible in other 
categories) 


12-22-83 = 


BROYLES, AUGUSTUS TALIAFERRO 
Broyles, Oze Reed T?) 
Papers, 1794-1873 
Anderson, Anderson District, S. C. 
SLEE 22 items 
7-8-63 


BROYLES, JOHN T. 
Broyles, Oze Reed [7] 
Papers, 1794-1873 
Anderson, Ancerson District, S. C. 


Kg 22 items 


7-8-63 


BRUCCOLI, MATTHEW JOSEPH (1931- ) 


American Literary Manuscripts Papers 
ALM2 Project: 


Correspondence of George Hendrick and 
Regional Associates, Midwest, A-E, 
Miscellaneous Folder, 1969-1970: 

Letter to: 1970, Dec. 15 

Correspondence of J.A. Robbins and Re- 

gional Chairmen, Miscellaneous Folde 
Letter to: 1969, June 17 


BRUCCOLI, MATTHEW JOSEPH (1931- 


American Literature Papers 


Correspondence Files, 1960-1968: 
Bru-Burg Folder, Letters to: 


1962, 
1963, 
1964, 
1965, 
1966, 


Dec. 4 

Sept. 27 

Mar. 31 

Apr. 6 

July 19, Sept. 8 


BRUCCOLI, MATTHEW JOSEPH (1931- ) 


Center for Editions of American Authors 
Papers 


Letters to: 1963, July __; 1964, Feb. 
6, 20, Apr. 1, Aug. 11, 
Sept. 29; 1966, Jan. 9; 
1971, Mar, 2 


BRUCCOLI, MATTHEW JOSEPH (1931- 


Holman, Harriet Rebecca, Papers 


Letters: 1968, Sept. 14 


BRUCCOLI, MATTHEW JOSEPH (1931- ) 


Hubbell, Jay Broadus (1885-1979), Papers 


Alphabetical File: Bruccoli, Matthew 
Joseph, Folder: 
Letters: 1968, June 4, 18, July 
22, Aug. 12 
Pictures and Clippings: Southern 
Illinois University Press-Gazette, 
1974 (Picture Cabinet VII, 


BRUCCOLI, MATTHEW JOSEPH. THE O'HARA CONCERN: 
A BIOGRAPHY OF JOHN O'HARA 


Duke, Maurice, Papers 


Tear Sheet: 1976, Jan. 18 


BRUCE, ALEXANDER 
Carter, Robert 
Plantation Records 


Letterbook VIII 


12-10-63 


MICROFILM MANUSCRIPTS 


BRUCE, ALEXANDER HUGH, SIXTH BARON BALFOUR OF 
BURLEIGH 


Balfour, Arthur James, First Earl of Balfour 
Papers, 1903 
London, England 


6-27-64 


BRUCE, ALEXANDER HUGH, SIXTH BARON BALFOUR 
OF BURLEIGH 


Barrington, George William, Seventh 
Viscount Barrington, Papers 


Letter: 1886, Aug. 5 


12-1-66 


BRUCE, BLANCHE KELSO (1841-1898) 


Bryant, John Emory, Papers 


Scrapbook:. 1874-1889, p. 92 


6-28-68 


BRUCE, ELIZABETH (OSWALD), 
ELGIN AND KINCARDINE 


Wilberforce, William, Papers 
Letter: 1819, June 26 


8-11-66 


BRUCE, ELMA (BRUCE) HOVELL-THURLOW-CUMMING-, 
BARONESS THURLOW 


Malet Family Papers 


Queen Sophia Division: 
Letter: 1866, Dec. 26 


BRUCE, SIR FREDERICK WILLIAM ADOLPHUS 
Malet Family Papers 


Queen Sophia Division: 
Letter: 1866, Dec. 26 


BRUCE, HENRY AUSTIN, FIRST BARON ABERDARE 


AShley-Cooper, Anthony, Seventh Earl of 
Shaftesbury 


Papers, 1822-1882 
London, England 
7-7-64 31 items 


BRUCE, HENRY AUSTIN, FIRST BARON ABERDARE 


Primrose, Sir Henry William 
Papers: 1873, Aug. 7 


6-10-70 


BRUCE, HENRY AUSTIN, FIRST BARON ABERDARE 


Robinson, George Frederick Samuel, First 
Marquis of Ripon, Papers 


Letter: 1873, March 13 


BRUCE, SIR HENRY HERVEY, THIRD BARONET 


Backhouse, John 


Papers: 1843, Feb. 27 


BRUCE, JACOB 
Carter, Robert 
Plantation Records 


Letterbooks : 
I 
III 
DIE (11 
VIII 


12-10-63 


BRUCE, JAMES (1730-1794) 


Lee, Sarah (Wallis) Bowdich 


Manuscript on Africa: ca. 1820's 


BRUCE, JAMES, EIGHTH EARL OF ELGIN AND TWELFTH 
EARL OF KINCARDINE 


Bowring, Edgar Alfred 
Journal, 1841-1857 
London, England 
14 vols. 


BRUCE, JAMES, EIGHTH EARL OF ELGIN AND TWELFTH 
EARL OF KINCARDINE 


Bowring, Sir John 


Papers, 1833 (1849-1859) 1904 


Larkbear, Devonshire, England 


TER 56 items 


2-1-63 


BRUCE, JAMES, EIGHTH EARL OF ELGIN AND TWELFTH 
EARL OF KINCARDINE 


Bruce, Sir Frederick William Adolphus, Papers 


Volume: Dispatches, 1860: April 19 
(Other references possible) 


BRUCE, JAMES, EIGHTH EARL OF ELGIN 


Curzon, George Nathaniel, First Marquis 
Curzon, Papers 


Letter: 1924, July 17 
1925, Jan, 29 


1-22-68 


BRUCE, JAMES, EIGHTH EARL OF ELGIN AND TWELFTH 
EARL OF KINCARDINE 


Hedrick, Benjamin Sherwood 
Papers, 1848-1893 


Chapel Hill, N. C., and Washington, 
B. €. 


6033 items & à vols. 


BRUCE, MARTHA (WHYTE), COUNTESS OF ELGIN 
Wilberforce, William, Papers 


Letters: 1799, July 24 
n. d. (Tuesday, Hannah More) 


8-11-66 


BRUCE, PHILIP ALEXANDER 

Lee, Robert Edward, II 

Papers, 1909 

West Point, King William County, Virginia 
9-23-60 4 items 


BRUCE, THOMAS, SEVENTH EARL OF ELGIN AND 
ELEVENTH EARL OF KINCARDINE 


Croker, John Wilson, Papers 


Letters: 1816, June 12 
1823, Jan. 25 


6-23-65 


BRUCE, THOMAS, SEVENTH EARL 
ELEVENTH EARL OF KINCARD 


Jenkinson, Bol 
Liverpool, Pap 


Scrapbook, f. 42 (1826) 


=~ 2-65 


OF ELGIN 


AND 


BRUCE, THOMAS, SEVENTH EARL OF ELGIN AND 
ELEVENTH EARL OF KINCARDINE 


Pitt, William (1759-1806) 
Papers, 1779-1806 
"Hollwood," Hayes, England 
17 items 


BRUCE, THOMAS, SEVENTH EARL OF ELGIN AND 
ELEVENTH EARL OF KINCARDINE 


Wilberforce, William, Papers 
Letter: 1819, June 26 
8-11-66 


BRUCE, THOMAS, SEVENTH EARL OF ELGIN AND 
ELEVENTH EARL OF KINCARDINE. 


Willis, James 
Papers, 1799-1804 
London, England 
49-62 63 items 


BRUCE, VICTOR ALEXANDER, NINTH EARL OF ELGIN 
AND THIRTEENTH EARL OF KINCARDINE 


Carew, Sir Reginald Pole- 
Papers, 1895-1898 
Antony, County Cornwall, England 


9-1-62 22 items 


BRUCE, VICTOR ALEXANDER, NINTH EARL OF ELGIN 


Curzon, George Nathaniel, First Marquis 
Curzon, Papers 


Letters: 1924, July 17 
1925, Jan. 29 


1-22-68 


BRUCE, WALLACE 
Cook, Flavius Josephus 
Papers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 


812 items & 
12 vols. 


BRUCE, WALLACE 
Keyser, William Judah 
Papers, 1809-1940 


Milton, Santa Rosa Co., and Pensacola, 
Escambia Co., Fla. 


Rey 2115 items & 24 vols. 


2-1-62 


BRUCE FAMILY, GENEALOGY 


Campbell Family Papers 


Genealogical Material: 1936, Nov. 18 


BRUCE FAMILY. VA. 
Rutherfoord, John 
Papers, 1754-1931 
Richmond, Va. 
TETAS 2712 items & 33 vols. 


FAMILY. VIRGINIA 
mith, William Patterson 
Papers, 1791-1943 


Gloucester Co., Va. 


zn 2 
3-26-64 


BRUDENELL, JAMES 
Burrington, George, Papers 


Letters: 1731, July 1 
1732, Feb. 27 


BRUM, BALTASAR 
Lansing, Robert, Papers 
Volume of Addresses and Articles, 


1918-1920: Remarks on Aug. 23 and 
27, 1918 


BRUMBAUGH, MARTIN GROVE 


Fasold, Emma J., Papers 
Letter: 1915, Nov. 19 


BRUMBY, RICHARD T. 
Stroman, Charles J. 
Letters, 1842-1873 


Orangeburg, South Carolina 


TER 19 items 


BRUMMELL, GEORGE BRYAN 
Magra, Perkins, Papers 


Letter: 1796, Sept. 30 (Possibly a refer- 
ence to Beau Brummell) 


BRUMMITT, DENNIS G. 


Simms, Robert Nirwana, Papers 


Political pamphlet supporting Brummitt for 
attorney-general of North Carolina in 
1924 


12-12-68 


BRUNDIGE, TIMOTHY 


Huie, Reid and Company Papers 


Volume: Huie, Reid and Company's Daybook, 
1789-1790 


12-13-61 


BRUNET 


Chesson, Frederick William, Papers 


Letter: 1882, Apr. 29 


10-26-70 


BRUNEL, SIR MARC ISAMBARD 
Hume, Joseph 
Papers, 1817-1853 


"Burnley Hall," Co. Norfolk, England 


8-14-64 32 items 


BRUNEL, SIR MARC ISAMBARD 
Wilder, Henry Arthur John 
Scrapbook, 1819-1929 
London, Middlesex Co., Eng. 
208 pp. Leather 28 1-2 x 22 cm. 
6-25-58 


BRUNETIÈRE, FERDINAND 


Moses, Montrose Jonas, Papers 


Diary: 1897, Apr. 23; May 7 


BRUNETIÈRE, MARIE FERDINAND 


See Brunetière, Ferdinand 


BRUNNER, EMIL, 1889-1966. 


Ramsey, Paul. 
Papers, 1934-1984 : Correspondence Series. 


07/07/87 


BRUNS, JOHN DICKSON 


layne, Paul Hamilton, Papers 


883, Aug. 14, 


passim 


BRUNSON, GEORGE W., JR. 

Tompkins, Daniel Augustus, Papers 
Letters to: 1916, Feb. 24, 28 
Letters: 1911, Nov. 4 

1916, Feb. 28 


3-1-74 


BRUNSWICK AND ALBANY RAILROAD 


See Railroads. Brunswick and Albany 


BRUNSWICK AND WESTERN RAILROAD 


See Railroads. Brunswick and Western 


BRUNSWICK-LUNEBURG, HOUSE OF 
Kemble, Zohn Mitchell 
Papers, 1829-1857 
London, England, and Hanover, Germany 


PEPE 49 items & 


2 vols. 
8-19-55 


BRUNTON, SIR THOMAS LANDER (1844-1916) 


Trent Coll. - MS. Div. - S. Weir Mitchell 
Papers 


4-8-60 


BRUSH INDUSTRY 


See Broom and Brush Industry 


BRUSSEL'S WORLD'S FAIR. 1958 


See Exhibitions. Brussel's World's 
Fair. 1958 


BRYAN, EGBERT K. 


Sprunt, Alexander, & Son, Inc., Papers 


Correspondence and Other Papers: 
Letter to: 1909, Apr. 9 


BRYAN, GEORGE DWIGHT 


Hemphill Family Papers 


Letterpress Book, 1887-1894: pp. 20-22 


9-30-72 


BRYAN, GOODE. 
McLaws, Lafayette. 
Papers, 1862-1895 


Savannah, Ga, 


E 97 items 


and 2 vols, 
10-4-60 


BRYAN, GOODE 
Murray, E, B. 
Papers, 1861-1861, 
Walnut Hill, Ga. 
CAR items 
8-1-58 


BRYAN, GOODE 
Thomas, Ella Gertrude (Clanton) 
Journals, 1848-1889 


Augusta, Ga. 


ve 13 vols. 


1-31-58 (Vol. Oct., 1868-Nov., 1870, p. 152) 


BRYAN, HENRY RAVENSCROFT 
Bryan, John Herritage 
Papers, 1735-1926 
New Bern, Craven County, North Carolina 


9-25-62 352 items 


BRYAN, HENRY RAVENSCROFT 
Hinsdale Family Papers 
Letters to: Letterpress Books (see in- 


dices of following vols.): 71-73, 75, 
78, 82 (p. 5), 85, 89, 98 


BRYAN, HENRY RAVENSCROFT 
Van Noppen, Charles Leonard 
Papers, 1881-1935 
Greensboro, N. C. 
Fare 1135 items 


10-19-44 


BRYAN, JAMES AUGUSTUS 
Van Noppen, Charles Leonard 
Papers, 1881-1935 
Greensboro, N. C, 
rue 1135 items 
10-19-44 


^ 


Ly i 
ed S À | 
di | 


BRYAN, JOHN HERRITAGE 


Mangum, Willie Person, Papers 


Letter: 1842, Jan. 


8-22-49 


BRYAN, JOHN HERRITAGE 
Van Noppen, Charles Leonard 
Papers, 1881-1935 


Greensboro, N. C. 


nen 1135 1tems 


10-19-44 


GUIDE 


BRYAN, JOHN STEWART 
Brown, William Garrott 
Papers, 1891-1913 


Marion, Perry Co., Ala., and Cambridge, 
Middlesex Co., Mass. 


BRYAN, JOHN STEWART 


Harrison, Henry Sydnor 


Letters to: 1931 


BRYAN, JOSEPH 


Gibbons, John 


fapers. 1792-1802 


Savannah, Ga. 


12 pieces 


BRYAN MAI IDW ARDS 
BRYAN, MARY EDWARDS 


Hayne, Paul Hamilton, 


Letter: 1885, Aug. 


10-16-68 


BRYAN, WILLIAM 
Anonymous 
Ledger, 1767-1773 
Newbern, N. C. 
482 pp. Mutilated 32 x 20 cm. 
4-24-54 


See pp. 195, 204. 


BRYAN, WILLIAM JENNINGS 


American Literary Manuscripts Papers 


ALM2 Project: 
Correspondence of George Hendricks and 
Regional Associates, Midwest, A-E, 


Clifford M. Caruthers Folder: 1974, 
Aug. 21 and attachment 

Correspondence of J.A. Robbins and 
Regional Chairmen, Midwest: Aug. 
21 and attachment 


BRYAN, WILLIAM JENNINGS 
Brown, William Garrott, Papers 


Letters: 1911, Dec. 9 
1912, Dec. 10 


(Xerox copies in E.M. House Folder) 


BRYAN, WILLIAM JENNINGS 
Cook, Flavius Josephus 
Papers, 1847-1916 


Boston, Mass. & Ticonderoga, N.Y. 


p 812 items & 


12 vols. 


BRYAN, WILLIAM JENNINGS 


Daniel, Harriet Bailey (Bullock), Papers 


Letter: ca. 1897 


BRYAN, WILLIAM JENNINGS 
Daniel, John Yarwick 
Papers. 1849-1910 
Lynchburg, Campbell Co., Va. 
Er 12-15-52 476 items 


BRYAN, WILLIAM JENNINGS 


Dean, Miles B. 
Papers, 1931-1936 


Hayfield, Frederick Co., Va.; and Phila- 
delphia, Philadelphia Co., Pa. 


woes 26 items 


2-12-60 


BRYAN, WILLIAM JENNINGS 
Gates, Addison W., Papers 


Letter: 1896, 
Notebook (1902-1905): p. 65 


BRYAN, WILLIAM JENNINGS 
Grant, Hugh Gladney, Papers 


Diary: 1934, May 3 

Miscellany: Program for dedication of 
memorial to Bryan in Washington, D. C., 
May 3, 1934 


BRYAN, WILLIAM JENNINGS 
Harris, Fisher Sanford (1865-1909), Papers 
Letter: 1896, July 24 


Speech: "How beautiful a thing.... . " 


Clipping: n.d. ("Little Drops of Water") 


Volume: "Silver . . . " (p. 23) 


RYV/ 


DAY 
SELLER y 


& Brazil 


459 items 


GUIDE 


BRYAN, WILLIAM JENNINGS 
Hemphill, W. R., J, C., and R. R. 
Papers, 1791-1933 
Due West, 8. C. 


SEN 12,368 items & 28 vols. 


BRYAN, WILLIAM JENNINGS 


Nunn, Romulus Armistead, Papers 


Letter: 1913, Jan. 23 


BRYAN, WILLIAM JENNINGS 
Pugsley, Chester Dewitt (1887- 
Papers, 1873 (1925-1938) 1938 
Peekskill, Westchester Co., N. Y. 


CU 19,216 items 


6-11-59 


BRYAN, WILLIAM JENNINGS 
Rice, James Henry, Jr. 
Papers, 1885-1935 


Wiggins, South Carolina 


PETTEE TONER 13,581 items 


11-14-58 


BRYAN, WILLIAM JENNINGS. 
Sickles, Daniel Edgar 
Letterpress Book, 1899-1912 
New York, N, Y. 
530 pp. Cloth öl x 25 cm. 


5-20-58 


BRYAN, WILLIAM JENNINGS 


Simms, Robert Nirwana (Addition) 


Papers: 1924 


BRYAN, WM, JENNINGS 
Thomas, James A, 
Papers, 1905-41 
Shanghai, China & White Plains, N.Y. 


pe 28,485 items 


BRYAN, WILLIAM JENNINGS 


Worth Family Papers 


Letter: 1919, Aug. 19 


BRYAN FAMILY 
Anonymous 
Ledger, 1767-1773 
Newbern, N. C. 
482 pp. Mutilated 32 x 20 cm. 
4-24-64 


BRYAN FAMILY 


Whitfield, Robert Allen 


Papers: 1911-1921 


BRYAN FAMILY (OF JENKINSTOWN, IRE.) 


Massy, Lucy Maria (Butler), Baroness 
Massy, Papers 


Letter: 1852, Sept. 6 


6-22-72 


BRYAN FAMILY. NORTH CAROLINA 
Bryan Family Papers 
Volume: "The Bryan Family in North Caro- 


lina Descended from William Bryan and 
Lady Alice Needham." 


2-11-69 


BRYANT, GILMORE WARD 
Parks, Ella Howerton (Whitted), Papers 


Reminiscence, 1977 (Events of ca. 1900- 
1918): pp. 14-15 


BRYANT, HENRY EDWARD COWAN 
Tompkins, Daniel Augustus, Papers 


Letters to: 1914, Oct. 26 
1915, June 11, Aug. 4, Dec. 16 


Letters: 1912, Sept. 19 or 20 
1915, May 12, 13, 15(2), 16, 
June 14, 15, July 28 


BRYANT, JOHN EMORY 


Jones, Charles Edgeworth, Papers 


Letter: 1895, Aug. 18 


BRYANT, JOHN EMORY 


Kinsley, Edward Wilkinson, Papers 


Letter: 1065, aug. 2 


BRYANT, JOHN EMORY 


Thomas, Ella Gertrude (Clanton) 


Diary: 1865, July 22 (typed copy, p. 87); 
1865, Oct. 9 (typed copy, p. 89) 


12-29-71 


BRYANT, JOHN HOWARD 
Bryant, William Cullen, Papers 
Letters: 1844, July 26 


1866, Jan. 12 
1869, Apre 30 


3-18-67 


BRYANT, JOSEPH ALLEN (1919- 


Green, Claud Bethune, Papers 


Letter to: 1952, Mar. 31 


BRYANT, WILLIAM. 
Great Britain 
Papers (Political), 1717-1944 
Ve Pe in Great Britain 


9-23-60 138 items 


BRYANT, WILLIAM CULLEN 


American Literary Manuscripts Papers 


ALM2 Project: 
Correspondence of George Hendrick and 
Regional Associates, Midwest, A-E, 
Clifford M. Caruthers Folder: 1975, 


Dec. 9 and attachment 
Correspondence of J.A. Robbins and Re- 
gional Chairmen, Midwest, 1969-1970 
Folder: 1970, June 9 and attached 

list 


BRYANT, WILLIAM CULLEN 
American Literature Papers 


Alphabetical Files: 
McDowell, Tremaine, Folder 
1934, Nov. 2 
1939, Nov. 24 


BRYANT, WILLIAM CULLEN. 
Clarke, James Freeman 
Papers, 1833-1905 


Boston, Suffolk Co., Mass. 


METER 44 items 


BRYANT, WILLIAM CULLEN 
Cook, Flavius Josephus 
Pepers, 1847-1916 
Boston, Mass. & Ticonderoga, N.Y. 
xvi-F 812 itens & 


12 vols. 
8- 3-57 


BRYANT, WILLIAM CULLEN 
Field-Musgrave Family 
Papers, 1739-1938 


Stockbridge, Berkshire County, Mass.; and 
East Grinstead, Sussex, England 


7-1-63 2,164 items & 13 vols. 


BRYANT, WILLIAM CULLEN 


Gibson, Christiana M. 


Scrapbook, p. 13 (Addressee, 1861) 


11-17-67 


BRYANT, WILLIAM CULLEN 


Hayne, Paul Hamilton, Papers 


Letter: 1888, Nov. 1 


BRYANT, WILLIAM CULLEN 
Hayne, William Hamilton 
Papers, 1877-1917 
Augusta, Richmond County, Georgia 


8-17-62 297 items and 20 volumes 


BRYANT, WILLIAM CULLEN (1794-1878) 


Hornberger, Theodore (1906-1975), Papers 


Writings (Lectures, etc.): Bryant, 
William Cullen 


BRYANT, WILLIAM CULLEN (17 94-1878) 
Hubbell, Jay Broadus (1885-1979), Papers 
Writings: Printed Material: 


Offprint: A New Letter by William 
Cullen Bryant 


BRYANT, WILLIAM CULLEN 
Moses, Montrose Jonas, Papers 


Letters: 1929, Mar. 23 
1932, Apr. 30 


BRYANT, WILLIAM CULLEN. 
Tompkins, Charles Brown 
Papers, 1847-1873 
Lewiston, Illinois 


8-11-50 
10-3-50 


461 items 


BRYANT, WILLIAM CULLEN 
Trent Coll. - MS. Div. - 


Jas. Edmund Garretson Pepers 


l,-8-60 


BRYANT, WILLIAM CULLEN 
John Tyler 

Letters, 1828-1872 

Charles City co. "Sherwood Forest", Va, 
ES 2 items added 3-31-52 
53-31-52 


BRYANT, WILLIAM CULLEN 
Wells, Mary Ada (Billard) 
Papers, 1908 
Kennett Square, Chester Co., Pa. 


aay 1 item 


12-9-58 


BRYANT, WILLIAM CULLEN. 
Whittier, John Greenleaf 
Papers, 1870-1888 
Amesbury and Danvers, Mass, 


30 items (Photostat) 


BRYANT, WILLIAM CULLEN (1794-1878) 


Williams, Stanley Thomas (1888-1956), Papers 


Lectures: "Bryant" 


BRYCE, JAMES, VISCOUNT BRYCE 


Primrose, Sir Henry William 
Papers: 1892, Aug. 10, 16 


6-10-70 


BRYCE, JAMES, VISCOUNT BRYCE 


Sprunt, Alexander, & Son, Inc., Papers 


Correspondence and Other Papers: 
1909, Oct. 25 


BRYCE, JAMES, VISCOUNT BRYCE. 


Stephen, Sir Leslie 


Printed item, Feb., 1899 


BRYCE, JAMES (1839-1922) 


Trent Coll. - MS. Div. - 


S. Weir Mitchell Papers 


4-8-60 


BRYCE, LLOYD 
Gordon, John Brown 
Letters, 1872 (1877-1899) 1949 
Atlanta, Georgia 
-12-63 16 items 


BRYDGES, SIR HARFORD JONES 
Barrie, Sir Robert, Papers 


Letters: 1811, Nov. 12 
1812, Mar. 13 


10-19-66 


BRYDGES , JAMES, THIRD DUKE OF CHANDOS 


Croker, John Wilson, Papers 


Letter: 1852, Jan. 12 


BRYER, JACKSON ROBERT 


American Literary Scholarship Papers 


ALS 1975: Correspondence 
Letter to: 1975, Sept. 29 


BRYER, JACKSON ROBERT (1937- ) 


Gohdes, Clarence Louis Frank, Papers 


Letter To: 1966, May 10 


BUBERL, CASPAR (1834-1899) 


Elder, John Adams, Papers 


Letter: 1881, Aug. 13 


BUC OR BUCK, SIR GEORGE (d. 1623) 


See autograph card for Reginald Berti 
Haselden, ed., English Literary 
Autographs, 1550-1650. 


BUCCLEUCH, CHARLES WILLIAM HENRY MONTAGU-SCOTT, 
FOURTH DUKE OF 


see Montagu-Scott, Charles William Henry, 
Fourth Duke of Buccleuch 


BUCCLEUCH, CHARLOTTE ANNE (THYNNE) MONTAGU- 
DOUGLAS-SCOTT, DUCHESS OF 


See Montagu-Douglas-Scott, Charlotte Anne 
(Thynne), Duchess of Buccleuch 


BUCCLEUCH, WALTER FRANCIS MONTAGU-DOUGLAS-SCOTT, 
FIFTH DUKE OF 


See Montagu-Douglas-Scott, Walter Francis, 
Fifth Duke of Buccleuch 


BUCHAN, DAVID STEWART ERSKINE, ELEVENTH EARL OF 


SEE ERSKINE, DAVID STEWART, ELEVENTH EARL 
OF BUCHAN 


BUCHAN, GEORGE (1775-1856) 


Barlow, Sir George Hilaro, First Baronet, 
rapers 


Letter: 1844, Oct. 10 


BUCHAN-HEPBURN, SIR THOMAS, THIRD BARONET 


See Hepburn, Sir Thomas Buchan-, Third 
Baronet 


BUCHANAN, A. B. 
Calvin, Samuel 
Letters and Papers, 1803-1921 
Hollidaysburg, Pa. 


1278 items 


BUCHANAN, ANDREW 
Carter, Robert 
Plantation Records 


Letterbooks: 


I 
III (2), 61 
V, 137 

VI 


12-10-63 


BUCHANAN, SIR ANDREW, FIRST BARONET 


Backhouse, John 


Papers: 1822, ca. April 10 (2) 


BUCHANAN, SIR ANDREW, FIRST BARONET 
Malet Family Papers 


Queen Sophia Division: 
Letters: 1861, July 4, 16; Aug. 3 
1865, Sept. 2 
1866, Nov. 22 
1877, Mar. 30 


BUCHANAN, SIR ANDREW, FIRST BARONET 


Monson, William John, First Viscount 
Oxenbridge, Papers 


Letters: 1872, Mar. 17; May 14; Aug. 25 
1874, Mar. 20, 25, 29; Apr. 9, 
19; June 8; July 16; 
Nov. 10, 19 


BUCHANAN, ARCHIBALD 


Dick, James, & Stewart Company 


Addressee and possibly a subject in 
Letterbook, 1773-1781 


6-17-66 


BUCHANAN, CLAUDIUS 


Wilberforce, William, Papers 


Letter: 1815, Feb. 13 


8-11-66 


BUCHANAN, E. JOHN 
Van Noppen, Charles Leonard 
Papers, 1881-1935 
Greensboro, N. C. 
LEG 1135 items 
10-19-44 


BUCHANAN, FRANKLIN 


Curry, Jabez Lamar Monroe, Papers 


Letter: 1864, Jan. 27 


BUCHANAN, FRANKLIN 


McPherson, James Birdseye, Papers 


Letter: 1863, Dec. 18 


BUCHANAN, FRANKLIN 
U. S. Navy. Archives 
Papers, 1821-1884 


v. p. 


quse 
11-9-57 


BUCHANAN, FRANKLIN 


Wilkes Family Papers 
(Dalton Collection) 


Letters: 1847, Feb. 25, Mar. 10 


BUCHANAN, FRANKLIN [?] 


Wilkes Family Papers 
(Dalton Collection) 


Letters: 1848, Jan. 27 
1850, Mar. 4 


BUCHANAN, GEORGE (1506-1582) 


Wilberforce, William, Papers 
Letter: 1828, July 15 
8-11-66 


BUCHANAN, GEORGE ANDREW 


Mason, Lucy Randolph, Papers 


Letters to: 1950, Mar. 5, 10 


BUCHANAN, LADY GEORGIANA ELIZA {STUART) 
Malet Family Papers 


Queen Sophia Division: 
Letters: 1861, July på 16; Aug. 3 
1870, Aug. 
1873, July 25 


BUCHANAN, GILBERT 
Dick, James, & Stewart Company 


Addressee and possibly a subject in 
Letterbook, 1773-1781 


6-17-66 


BUCHANAN, JAMES 


Agg, John, Papers 


Writings: Political Satire, Verses, etc. 


BUCHANAN , JAMES 
Andrews, Charles Wesley 
Papers, 1808-1901 


Shepherdstown, Va. 


3637 items 


BUCHANAN , J AMES 
James Martin Bell 
Papers , 1768-1870 


Hollidaysburg, Pa 


PATA 13,557 1tems 2 
47 vols, 


BUCHANAN, JAMES 


Bernard, George S., Papers 


Scrapbook, 1816-1890: pp. 7, 86 


BUCHANAN, JAMES 
Berrien, John MacPherson 
Papers, 1829-1852 


Savannah, Chatham co., Ga. 


quate 3-19-52 6 items 


BUCHANAN, JAMES 
Booker, George 
Letters, 1850-1862 
Hampton, Va. 
l box, emm 43 items 


NOV 6 '48 


GUIDE 


BUCHANAN, JAMES 
Brookes, Iverson L. 
Papers, 1831-1888 


Hamburg, S.C. 


KE 357 items 


BUCHANAN, JAMES 


Bryant, William Cullen, Fapers 


Letter: 1859, March 2 


BUCHANAN, JAMES 
Calhoun, John Caldwell, I 
Papers, 1765-1902 
Abbeville, S. C, 


sr 259 items 


7-8-59 


BUCHANAN; JAMES 
Calvin, Samuel 
Letters and Papers, 1803-1921 
Hollidaysburg, Pa. 


1278 items 


BUCHANAN, JAMES 
Campbell Family Papers 
Letters: Late 1830's [?] 


1842, Apr. 13 
1851, Dec. 12, 19 


1852, Feb. 20, 26; Mar. 14, 25 

1856, Feb. 24; June 24; July 8; 
Aug. 3; Aept. 3, 10, 20 (2), 
22, 23 (2); Oct. 26; Nov. 8 

1857, Jan. 12, 19, 27; Feb. 9; 


BUCHANAN, JAMES 
Campbell Family Papers 


Letters: 1857, Mar. 5, 9 
1858, Jan, 13; Feb. 8, 17; Oct. 
2 


6 
Scrapbook, 1861: p. 20 


BUCHANAN, JAMES 
Carlisle, James Mandeville 
Papers, 1839-1872 
Washington, D. C. 
PEER 35 items 
11-29-57 


BUCHANAN, JAMES 


Clarke, James T., Papers 


Letter: 1856, Nov. 10 


2-2-68 


BUCHANAN, JAMES 
Clay, Clement Claiborne, Papers 
Scrapbook VI, 1853-1861 
Clippings, p. 8-12; 23-26 


9-1-67 


BUCHANAN, JAMES 
Cobb, Howell 
Letters, 1854-1868 
Athens, Georgia 
ser 


9-14-43 
3-4-49 


41 pieces 


BUCHANAN, JAMES 


Cumming, Alfred, Papers 


Letters: 1857, July 1, Nov. 9 


, 


BUCHANAN, JAMES 
Dandridge, Caroline Danske (Bedinger) 
Papers, 1752-1938 
Shepherdstown, W. Va. 


CASTO 3061 items and 
28 vols. 
7-31-55 


BUCHANAN, JAMES 
De Renne, George Wymberley Jones 
Papers, 1782-1867 
Savannah, Ga. 
42 items 


BUCHANAN, JAMES 


Faw, Enoch, Papers 


Diary, 1856-1861: p. 37 


BUCHANAN, JAMES 
Harris, Henry St. George 
Papers, 1823-1887 
Diana Mills, Va. 


| Rrr 143 items 
3-15-57 


BUCHANAN, JAMES 
Hedrick, Benjamin Sherwood 
Papers, 1848-1893 
Chapel Hill, N. C., and Washington, D. C. 
ease 6033 items & 4 vols. 
9-15-59 


BUCHANAN, JAMES 

Hemphill, W. R., J, C., and R. R, 
Papers, 1791-1955 
Due West, S. C. 


or 12,368 items & 28 vols 


BUCHANAN, JAMES 
Hiester, Joseph M. 


Journal of Voyage of Steamer "Baltic" 
out of New York, 1855 


Upton, Franklin co., N. Y. 
104 pp. Cloth 19 x 15 cm. 


MAY 24 '50 


UIDE 


BUCHANAN, JAMES 


Hill, Adams Sherman, Papers 
Letter: 1864, Dec. 20 


BUCHANAN, JAMES 
Hinkson, John B, 
Papers, 1856-1905 
Delaware Co., Pa. 


VE 210 items 
5-19-59 


BUCHANAN, JAMES 


Houston, George Smith, Papers 


Miscellany: Visiting Cards 


BUCHANAN, JAMES 
Huger, Alfred, 
Letterpress Books, 1853-1859. 
Charleston, Charleston Co., 5. C. 


2-10-62 2 vols. 


BUCHANAN, JAMES 


King, Horatio, Papers 


Letters: 1887: Feb. 2, 5 


BUCHANAN, JAMES. 
Lossing, Benson John 
Papers, 1865-1889 
Dover Plains, Dutchess Co., N. Y. 
Sine 15 items 
7-22-60 


BUCHANAN, JAMES 
Lumpkin, Wilson 
Papers, 1855-1862 
Athens, Ga. 


san 


1946 
50 
GUIDE 


BUCHANAN, JAMES. 
McCalla, John M. 
Papers, 1785-1871 


Lexington, Fayette Co., Ky., and 
Washington, D.C, 


p 460 items 
9-27-61 


BUCHANAN, JAMES 


Milledge, John, Jr., Papers 


Letter: 1846, Feb. 11 


BUCHANAN, JAMES. 
Morgan, Henry 
Papers, 1851-1859 
Wysox, Bradford Co., Pa. 
Bebe 7 items 


BUCHANAN, JAMES 


Nettleton-Baldwin Family Papers 


Diary, 1855-1868: 1861, Jan. 4 


BUCHANAN, JAMES. 


Piatt, William M. 
1845 
Papers, (1845-1883) 1904 


Tunkhannock, Wyoming Co., anā Harrisburg, 
Dauphin Co., Pa. 


ee 493 items 


BUCHANAN, JAMES 


Pickens, Francis Wilkinson, Papers 
(Dalton Collection) 


Letter: 1846, June 6 


BUCHANAN, JAMES (1791-1868) 
Read, John Meredith, Sr. 
Papers, 1849 
Philadelphia, Pa. 
Sirus 
3-7-60 


BUCHANAN, JAMES 


Robinson, George Frederick Samuel, First 
Marquis of Ripon, Papers 


Letters: 1857, May 4, July 10, Dec. 12 


9-28-73 


BUCHANAN, «AMES, 
Seibert, Henry James, Sr.. 
Papers, 1779-1912. 
Martinsburg and Hedgesville, W.Va. 


pg 16,531 items & 68 vols, 


JAN 29 5j 


BUCHANAN, JAMES, 
Sickles, Daniel Edgar 
Letterpress Book, 1899-1912 
New York, N, Y. 


Cloth öl x 25 om. 


BUCHANAN, JAMES 
Simpson, William Dunlap 
Papers, 1798-1914 


Laurens, S. C. 


3660 items 


BUCHANAN, JAMES. 
Slaughter, Daniel French 
Papers, 1787-1865 


Culpeper, Va. 


E 99 items & 


l vol. 


Recatalogued, 11-14-58 


BUCHANAN, JAMES 


Slidell, John, Papers 
Letter: 1856, Jan. 17 


BUCHANAN, JAMES 
Stephens, Alexander Hamilton 
Papers, 1822-1911 


Crawsfordsville, Taliaferro Co., Ga. 


mec, 3-26-52 9981 items and 


3 vols. 


BUCHANAN, JAMES 
Stephens, Alexander Hamilton 
Papers, 1822-1911 
Crawfordsville, Taliaferro Co., Ga. 


ER 3026 items & 3 vols. 


2-25-58 


BUCHANAN, JAMES 
Steuart, George Hume, Sr. and Jr. 
Papers, 1817 (1847-1861) 1882 
Baltimore, Md. 


275 items 
6-11-58 


BUCHANAN, JAMES 


Tillinghast Family Papers 


Letter: 1941[?], Sept. 22 ("Wheatland") 


6-11-74 


BUCHANAN, JAMES 


Toombs, Robert 
Letters, 1846-1878 


Wilkes co., Ga. 


18 nieces 


BUCHANAN, JAMES (1791-1868) 


Trumbull, Walter, Papers 


Letters: 1861, Jan. 24, 30 


BUCHANAN, JAMES 


Wainwright, Petér, Jr. 


Papers, 1767 (1801-1868) 1890 


Boston, Mass, 


289 items 


BUCHANAN, JAMES 


Wilkes Family Papers 
(Dalton Collection) 


Letters: 1847, Dec. 21 
1856, July 24, Dec, 21 
1857, Mar. 20 
1859, Oct. 21 
1860, May 28 
1861, Jan. 2 


BUCHANAN, JAMES 
Windley, Joseph B. 
Papers, 1794-1856 
Beaufort Co., N, C, 


WE 22 items 


BUCHANAN, JAMES 


Wise, Henry Alexander, Papers 


Letter: 1856, Aug. 15 


12-29-70 


BUCHANAN, JAMES: ADMINISTRATION OF 


Campbell Family Papers 


Letter: 1858, Dec. 19 


BUCHANAN, JAMES. ADMINISTRATION OF 


Ruggles, Daniel 


Papers, 1847(1861-1862)1865 


Fredericksburg, Va. & Camp Benjamin, 
La., & v. p. 


JA 160 items 


5-13-57 


BUCHANAN, JAMES, ADMINISTRATION OF 
Sickles, Daniel Edgar 
Papers, 1856-1867 


Charleston, Charleston Co., S. 


lates 5-28-52 22 items 


BUCHANAN, JAMES. INAUGURATION 


Buchanan, James, Papers 


Invitation: 1857, Mar. 


BUCHANAN, JAMES, INAUGURATION 


Smith, Jonathan Kennon Thompson, Papers 


Letter: 1857, Mar. 18 


BUCHANAN, JAMES M. 
Calvin, Samuel 


Letters and Papers, 1803-1921 


Hollidaysburg, Pa. 


1278 items 


BUCHANAN, JOHN 
Ambler-Brown Family 
Papers, 1780-1865 
Charlestown, W.Va. 


VEV 3 items 
( 272 pieces ) 


BUCHANAN, JOHN 
Buchanan, Thomas E. 
Papers, 1711(1833-1858)1952 
Williamsport, Maryland 


eme 648 items 
11-15-54 


BUCHANAN, JOHN 
Dick, James, & Stewart Company 


Addressee and possibly a subject in 
Letterbook, 1773-1781 


6-17-66 


BUCHANAN, JOHN. 


Munford-Ellis Family 


Papers, 1770-1942 
Richmond and Lynchburg, Va. 


ETT AES 12,497 items & 
21 vols. 


Recatalogued, 12-12-58 


BUCHANAN, ROBERT (1813-1866) 


Jones, Lloyd, Papers 


Letter: 1862, Apr. 29 


BUCHANAN, ROBERT CHRISTIE 


U. S. Army. Fifth Military District, Papers 


Letter: 1867, Nov. 30 (Letter Book, p. 
146) 


BUCHANAN, ROBERT CHRISTIE 


Wilkes Family Papers 
(Dalton Collection) 


Letters: 1863, Feb. 11, Mar. 5, 7, 14, 15, 
27 


BUCHANAN, ROBERT WILLIAMS (1841-1901). 
Gosse, Sir Edmund William 
Papers, 1857-1958 
London, Middlesex Co., England 
Lu 227 items 
3-21-60 


BUCHANAN, ROBERT WILLIAMS 
Hayne, Paul Hamilton, Papers 
Letters: 1882, Dec. 27-30; Jan. 


1883, April 4-7 
1884, May 28-31; June 3-7 


10-16-68 


BUCHANAN, ROBERT WILLIAMS [7] 


Tennyson, Alfred, First Baron Tennyson, 
Papers 


Letter: 1871, Nov. 19 
7-7-66 


BUCHANAN, WILLIAM (1777-1864) 


Backhouse, John 


Papers: 1842, Jan. 31, Feb. 5, 28 


BUCHANAN & LYALLS MF'G. 
Tobacco Collection 
19th-20th Centuries 


& Foreign Countries 


BUCHANAN INVESTMENT CORPORATION 


Duke, James Buchanan 


Papers, ca. 1895-1962 


BUCHANON, JAMES, AND JOHN MCKERNARD 
Carter, Robert 


Plantation Records 


Letterbooks : 
V, 162, 170 


VII 
12-10-63 


